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PREFACE. 

The series of investigations described in this memoir was begun in 1903. 

The authors believed that by the use of quantitative methods and par- 
ticularly by the application of the spectrophotometer to the study of the 
spectra of fluorescent and phosphorescent substances, something of definite 
value might be added to the existing information concerning luminescence. 

Spectroscopy, whether visual or photographic, is a method of high 
precision where applied to line spectra, but in the case of the broad bands 
of the spectra of fluorescent solids and liquids it affords but little informa- 
tion beyond the approximate width and general location of the bands. The 
spectrophotometer, on the other hand, enables the observer to determine 
the distribution of intensities throughout the emission bands and the coeffi- 
cients of absorption for the various wave-lengths of the corresponding 
absorption bands. From the curves expressing the results of such measure- 
ments, moreover, it is possible to locate with considerable accuracy the 
crests of the bands. One may thus attain some detailed knowledge of the 
laws of the radiation of luminescence, compare luminescence with the radi- 
ation due to temperature, and obtain a basis for theoretical discussion. 

A number of important portions of the work described in this volume have 
been carried out at our suggestion by Doctors Frances G. Wick, C. A. 
Pierce, Percy Hodge, and C. W. Waggoner, and by Messrs. H. E. Howe 
and Carl Zeller. To these investigators and also to Prof. W. R. Omdorff, 
who has repeatedly aided us by undertaking the preparation of fluorescent 
compounds and by suggestions concerning the chemical aspects of the 
problem, we desire to express our indebtedness. 

The recent exhaustive, thorough, and discriminating review of the very 
large literature relating to luminescence published by Professor Kayser 
(H. Kayser, Handbuch der Spektroskopie, Bd. iv, Kap. v and vi) in his 
Handbook of Spectroscopy, makes any extended bibliographic or historic 
treatment here unnecessary and we have therefore given only such refer- 
ences to previous researches as bear directly upon the subjects under 
consideration. 

The subject-matter contained in the several chapters appeared from 
time to time, as each portion of the work reached completion, in a series 
of papers in the Physical Review. In gathering this material together in a 
single treatise we have recast and rearranged it, but have preserved the 
original form of presentation in so far as it was found to be consistent with 
our views after the completion of the work. 

Grants which were received from the Carnegie Institution of Washington 
in 1905, 1909, and 1910 have greatly facilitated the prosecution of the experi- 
ments described in this memoir and of others now in progress and have 
furthered the preparation for investigations which it is proposed to under- 
take in the near future. 

Physics Laboratory op Cornei^i, University, 

May 2 J, iQii. 

in 
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CHAPTER I. 

A SPECTROPHOTOMETRIC STUDY OF FLUORESCENCE.^ 

The law expressed by Stokes^ in his memoir entitled *'The Change 
of Refrangibility of Light," to the effect that in fluorescence the fluorescent 
light is always of greater wave-length than the exciting light, has been called 
in question by Lommel, who pointed out that for certain fluorescent bodies 
there is an unmistakable overlapping of the regions in the spectrum occupied 
by the exciting light and by the fluorescence which it produces. Lommel 
made the further very important statement that for this class of substances 
the character and composition of the fluorescence spectrum are independent 
of the wave-length of the exciting light. LommeFs results, in so far as 
they had to do with the non- validity of Stokes's law, were confirmed by 
Hagenbach.^ A few years later Lubarsch'* published measurements in 
confirmation of Stokes's law. A later paper by Lommel,^ in which he 
described the fluorescence of the so-called chameleon colors, led Hagenbach 
to new experiments, in the course of which he discovered what he believed 
to be a source of error in his former measurements, and he reaffirmed the 
law of Stokes for all such substances. In 1877, Brauner* obtained results 
in confirmation of Lommel's view. In 1879, Lubarsch^ published further 
experiments on fluorescence, this time in favor of Lommel's results. Laman- 
sky^ in 1879 described measurements in confirmation of Stokes's law. In 
a still later paper Hagenbach^ returned to the defense of Stokes's law as 
against LommeP^ and Lubarsch,^^ who in the meantime had published 
further articles dealing with his objections and criticizing Lamansky's 
method. Wesendonck^^ in 1885 made observations with the sun's spectrum, 
using two concave mirrors and a prism, in the course of which he obtained 
conclusive evidence that the fluorescence of naphthalin-roth extended to 
wave-lengths shorter than that of the exciting light. In 1886, Stenger^* 
took the question up at length. He found that whether he used Hagen- 
bach's method of illuminating the free surface, Lommel's method of grazing 
incidence through the side of a flask, or Lubarsch's fluorescent eye-piece, 
his measurements confirmed Lommel as to the invalidity of Stokes's law 
but not as to the independence of the fluorescent spectrum from the char- 
acter of the exciting light. He also made experiments in collaboration with 
Hagenbach, who was finally converted to the same view. 

It is our purpose in this chapter to describe results obtained by the 
appUcation of the spectrophotometer to the measurement of the fluo- 
rescence spectrum of those substances concerning the fluorescence of 



'Physical Review, xvni, p. 403, and xix. p. 18. 

*Stokes. Phil. Trans., P- 463, 1852. 

'Hagenbach, Poggendorff's Ann., 146, pp. 65, 332, 373, 508. 

^Lubarsch, Poggendorff's Ann., 153, p. 428, 1874. 

^Lommel, Poggendorff's Ann., 159, p. 514, 1876. 

*Brauner, Wiener Anzdger, 19, p. 178, 1877. 

'Lubarsch, Wied. Ann., 6, p. 248. 

*Lamansky, Comptes Rendus, 88, p. 1193, 1879. 

'Hagenbach, Wied. Ann., 18, p. 45. 

'*Lommel, Wied. Ann., 8, p. 344, 1879. 

"Lubarsch, Wied. Ann., 9, p. 665, 1980; also Wied. Ann., 11, p. 68, 1880. 

"Wescndonck, Wied. Ann., 26, p. 521, 1885. 

I'Stenger, Wied. Ann., 28, p. 201. 
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which, especially with reference to the validity of Stokes's law, the long- 
continued discussion already described arose. But few attempts have 
been made to apply the spectrophotometer to the study of fluorescence; 
yet it is obviously possible to determine both the limits and the maximum 
of a spectral region for which a curve of intensities can be plotted with 
far greater accuracy than by the method hitherto pursued by all observers, 
i. e., that of attempting to set the cross-hair in the eye-piece of a spectro- 
scope in the region of greatest brightness, or at the point where the spectrum 
ceases to be visible. Experimenters have perhaps been deterred from the 
use of the spectrophotometer because of the faintnessof fluorescence spectra. 
It is true that the fluorescent light from many substances is so weak as to 
preclude all measurements of its spectrum; but it is also true, as we have 
foimd in the course of the experiments to be described, that settings can 
be made in cases where the brightness of the spectrum is far below that 
necessary to arouse the sense of color and where the presence of light can 
be detected only after prolonged shielding of the eye. The use of the 
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Fig. I. 

cross-hair in such cases is out of the question, for the field is much too dim 
to render it visible, while every attempt to illuminate it from the side would 
flood the eye-piece with light sufficient to quench that under observation. 

The instrument used in most of our observations was the spectropho- 
tometer of Lummer and Brodhun. In many of our earher measurements 
the ocular lenses in the eye-piece were used, the eye being focused upon the 
aperture in the eye-piece and not upon the face of the prism. By means of 
metal screens attached to the collimator slits of the instrument the length of 
slit was regulated so as to avoid overlapping of the spectral images and to 
give two contiguous spectra in the field of view. One loses in this way the 
advantage of the method of contrast, but the brightness of the fidd is 
greatly increased. Later on the contrast field was employed because it was 
fotmd to be less fatiguing to the eye and on the whole more accinate. Since 
in most cases it was desired to employ monochromatic light for the excita- 
tion of fluorescence, the spectrophotometer was employed in connection 
with a large spectrometer, as shown in Fig. i . The eye-piece and slit of the 
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spectrometer were removed, and in place of the latter a Nemst filament {N) 
was mounted vertically. This filament afforded a nearly linear source of 
light, giving a sufficiently powerful continuous spectrum. The filament was 
attached to the arm carrying the collimator tube so as to move with the 
latter and to remain in the vertical plane passing through its axis. The 
observing telescope was clamped, and different portions of the spectrum 
were brought into the field as desired by movements of the coUimator tube. 
The Hquid, the fluorescence of which was to be studied, was placed in a rec- 
tangular cell (C), upon one face of which a real image of the spectrum was 
focused. This face of the cell was provided with a metal screen having a 
vertical opening i mm. wide, through which the light used for exciting fluo- 
rescence could pass. This opening (see Fig. 2) was so placed that the exciting 
light entering the cell would be parallel to the adjacent face of the cell and as 
near to the same as practicable. In adjusting the metal screen one edge 
of the slit or opening was made to exactly cover the glass forming this face 
of the cell, as shown in the figure. The fluorescence spectrum was observed 
from a direction at right angles 
to the path of the exciting beam, 
and in order to bring the brightest 
fluorescence regions of the liquid 
into the field the vertical plane of 
the coUimator of the spectropho- 
tometer was adjusted so as to bring 
into the field of view the layer of 
liquid lying next to the face of the 
cell through which the exciting 
light entered. By this arrange- 
ment the width of the opening 
through which the light entered 
the cell and the width of the slit 
of the spectrophotometer each 
being i mm., the average depth 
of liquid within which fluores- 
cence was produced was approximately 0.55 mm. and the average distance 
which the fluorescence light passed through the liquid before leaving the 
cell was also 0.55 mm. 

The source. A, of the comparison spectrum (Fig. i) was an acetylene 
flame, the light from which was reflected diffusely from the face of the 
block of magnesium carbonate (Af) motmted at an angle of 45° at the 
end of the collimator slit. Measurements were made by varying the width 
of the slit imtil the two regions of the spectrum under observation were 
equally bright. 

The substances specified by Lommel as belonging to his first class, in 
which it is possible to excite fluorescence by means of light of wave-length 
longer than that of a portion of the fluorescence spectrum, and in which 
the distribution of intensities in the fluorescence spectrum is independent 
of the character of the exciting light, are naphthalin-roth, eosin, and 
chlorophyll. To this list Stenger added the substance fluorescein. The last- 
named substance, on account of its intense fluorescence and the location 
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of the fluorescent band in the middle of the spectrum, in the regions of the 
highest luminosity, was selected for detailed study for the purpose of test- 
ing the conclusions reached by Lommel and the other investigators men- 
tioned in the opening paragraphs of this chapter. 

Ten cubic centimeters of alcohol were saturated with fluorescein at room 
temperature and the solution was filtered. To 40 c. c. of distilled water 
one drop of a normal solution of sodium carbonate (Na2C03) was added. 
Two parts of the concentrated alcoholic solution were then mixed with 100 
parts of the water thus rendered alkaline. The fluorescence spectrum of 
this solution, excited by the undispersed rays of the acetylene flame, was 
first measured, the distribution of intensities being compared, as in nearly 
all our subsequent experiments, with the spectrum of the light diffusely 
reflected from the surface of the block of magnesium carbonate shown in 
Fig. I. The absorption spectrum of the solution was then taken, the trans- 
mission through the cell, which had a thickness of i.i cm., being meas- 
ured by means of the spectrophotometer. The source of the transmitted 
light was a second similar block of magnesium carbonate illuminated by 
the same acetylene flame that served for the comparison spectrum. 

Much stress having been laid by some of the previous observers upon 
the influence of stray light, the following measurements were made. The 
cell was filled with distilled water, set up precisely in the position in which 
it had been placed in the study of the fluorescence spectrum, and similarly 
illuminated by means of the acetylene flame. No measurable stray light 
was found, but an exceedingly weak fluorescence spectrum due to the glass 
walls of the cell was detected. Since the maximum of the fluorescence 
spectrum of the glass was found to lie further to the violet than the fluores- 
cence spectrum of the fluorescein, and since moreover it was of scarcely 
measurable intensity, it was not deemed necessary to take further cog- 
nizance of these sources of error. 

To determine the fluorescence spectrum of the solution when excited 
by monochromatic light, a mercury arc-light of the Lummer pattern was 
used for excitation. It was found that the violet lines from the spectrum of 
this arc produced fluorescence corresponding, as regards the position of the 
maximum and the general form, with the curve previously obtained by 
means of the light of the acetylene flame, but that the green line (X = 0.575) 
excited no fluorescence. This latter result was to be expected, since this 
line lies altogether outside of the absorption band of the solution in a region 
for which almost complete transparency exists. The spectrum of the acety- 
lene flame was subsequently tried as an exciting source, but it was too weak 
to give easily measurable intensities of fluorescence. The slit of the spec- 
trometer was then removed and a Nemst filament, iV, was mounted in the 
axis of the collimator tube as shown in Fig. i. This filament was found to 
be of abundant brilliancy. It was maintained at constant brightness by 
means of a variable resistance, which was adjusted whenever the fluctua- 
tions of an ammeter placed in the electric circuit indicated it to be necessary. 

Measurements of the fluorescence spectrum of the solution were made 
by means of the spectrum of the Nemst filament, using as exciting light 
three nearly monochromatic regions of wave-length, X=o.5i8 /k to 0.536 n, 
X= 0.487 M to 0.502 M and X= 0.460 m to 0.471 n. The ciur^es thus obtained 
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are plotted in Fig, 3, together with the curve of transmission for the solu- 
tion. It will be seen from this figure that the maximum of intensity of the 
fluorescence spectrum in these three cases lies in the same region, at 0.5 17 fi, 
and that there is no evidence of any shifting of the fluorescence spectrum 
with the wave-length of the exciting light. It is obvious, moreover, that 
not only is it possible in the case of this solution to obtain fluorescence of 
refrangibility greater than that of the exciting light, but that in the case 
of the curve marked A the maximum of the fluorescence spectrum is of 
shorter wave-length than the shortest wave-length used in excitation. 
These curves likewise agree fully in character, and as regards the position 
of their maximum, with that for the fluorescence spectrum of the same 
solution when excited by the un- 
dispersed light of the acetylene 
flame. (Not shown in the figure.) ^ 

These curves for the fluorescence 
spectrum do not correspond pre- 
ciselywith the typical curve, mean- 
ing by that term the cur^'C repre- 
senting the distribution of intensi- 
ties in the fluorescence spectrum 
of the surface layer of the fluores- 
cing liquid. It is possible, however, 
in the case of a n on- turbid medium, 
to compute from the observed 
curve the approximate form of the 
typical curve. Fig. 4 shows graph- 
ically the result of such a compu- 
tation.' Curve A gives the trans- 
mission of a glass cell containing 
a layer r.i cm. in thickness of the 

fluorescein solution. The dotted ..j» 

curve of similar form gives the Fig- 3- — Fluorescein. 

transmission corrected for losses Fi..M»i«d«roe«rBobtBinBiwhHitiiccidiingii|bt 
in the cell when filled with distilled curve a. ihc cidtinK liitit wu confined to tbe 

water. From this, by the well- vS'iJ^i™e>Brhitr»ry,'' "'""' "'■"=■ 

known law of variation of absorption 

with the thickness, the curve D is found for a layer 0.055 c™- '" thickness, 
which is the estimated mean distance through the solution which the 
fluorescent light passes before entering the slit of the spectrophotometer. 
The curve B is the observed curve of the distribution of the intensities in 
the fluorescence spectrum, and from this was computed the curve E, which 
represents, as nearly as the accuracy of the data will allow, the typical curve 
for this substance, corrected for absorption. It will be seen that in the 
case of this solution, under the conditions of the measurements, the absorp- 
tion of the fluorescent light by the solution produces only a slight shift of 
the maximum toward the longer wave-lengths. When the fluorescent light 
passes through a considerable layer of the solution the effect of absorption 
is much more marked and there is a decided change of color. When a thin 
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layer of the solution of fluorescein is viewed by reflected light its color is 
green, whereas the fluorescence of a mass of the liquid appears decidedly 
yellowish. This change is shown graphically in the curves of Fig. 5. In 



this figure A is the transmission curve of the solution; B is the observed 
curve of fluorescence when the slit through which the excited Ught enters the 
cell is placed so that the fluorescent Hght passes through 0.0^5 cm. of the 



solution before exit; and C is the fluorescence curve when the slit is shifted 
to such a position that the fluorescent light passes through i cm. of the solu- 
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tion. It will be seen that the maximum is shifted from 0.516/1 to 0.522 /x, 
and that while the two curves are nearly coincident on the side toward the 
red the values on the other side of the curve fall off very rapidly as the 
result of the increased absorption. The boundary of the fluorescence spec- 
trum toward the violet in the one case would lie at about wave -length 0.505 /:i, 
whereas in the thinner layer it would be visible to at least 0.490 /j. It is 
obvious that the color of the fluorescence in the latter case will contain a 
great excess of green. 

The effect of diluting the fluorescent solutionis similar to that of diminish- 
ing the distance through which the light passes. The results of observa- 
tion upon a solution of fluorescein, diluted until the intensity of the fluores- 
cence spectrum was diminished as far as would permit of satisfactory 
readings, are shown in Fig. 6. The curve AA represents the transmission 
of the cell tilled with the dilute solution and BB is the distribution curve 
of its fluorescence spectrum. The dotted lines show the corresponding 



Fig. 6. — Fluorescein. 
nOcct of dilution upon the fluoraniicc ipcctnim. 

transmission curve and a portion of the fluorescence curve for the solution 
before dilution. It will be noted that in this case, as in the case of the com- 
parison of thick and thin layers of a given solution, the curves are coin- 
cident toward the red, but that the dilute solution has its maximum shifted 
toward the green, also that the ordinates on this side of the curve show 
an increase indicative of the change of color, which, as is well known, is 
always observed as the result of diluting the fluorescent solutions of this 
substance. 

Although, as has been shown in Figs. 4 and 5, the modifications pro- 
duced by absorption in the curves of the fluorescence spectrum may be 
very marked, the effect of absorption diminishes rapidly with dilution of 
the solution. For example, if we apply the correction for absorption to 
the curve for the dilute solution in Fig. 6 we find, as is indicated in Fig. 7, 
that the change is insignificaat. la this iigure C is the observed curve for 
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the fluorescence of the dilute solution, A the transmission curve of a layer 
I.I cm. in thickness, and B the computed curve for the transmission of the 
mean layer of liquid through which the fluorescent light has to pass. The 
correctioti for this absorption is indicated by means of the dotted line. 

It having been established that the fluorescence of bodies of this class is 
independent, as regards the distribution of intensities, of the wave-length 
of the exciting source, it would be of interest to inquire whether the fluo- 
rescent energy for a given wave-length of the fluorescence spectrum varies 
with the wave-length of the exciting light when the energy of the latter 
is constant, or whether it depends only upon the energy. The rigorous 
determination of these relations involves a knowledge of the distribution of 
energy in the spectrum of the exciting source, a difficult matter to detennine 
with accuracy for the shorter wave-lengths of the visible spectrum. The 
curve which is shown in Fig. 8 may, however, be of some interest in this 



Fij. 7. — Fluorescein. 
Typlcat fluorcKnicc spectrum (or dUutc wlulion. 

connection. It represents the intensity of fluorescence, taken at the maxi- 
mum of the fluorescence spectrum of the solution of fluorescein, as a func- 
tion of the wave-length of the exciting light. Curve A was taken with 
the Nemst filament as a source, curve B with the acetylene flame. The 
dotted line shows the absorption band for a layer of the solution i.i cm. 
thick. It will be seen that fluorescence begins approximately at the wave- 
length at which the solution begins to absorb, and that the maximum lies 
well within the absorption band but is shifted to the red. The longer wave- 
lengths within the band arc morccffective on account of theirgreater energy. 
The difference in the form of the curves .1 and B is probably ascribable to 
the different distributions of energy in the spectra of the sources of light 
employed. The iinportimt (iiicstiuns of the actual distribution of energy 
in fluorescence npcctra and of the relative effectiveness of equal quantities 
of energy when the wave-length is varied, in producing excitation, are con- 
sidered at length in Chapterit XII and XIII of this n 
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In addition to the measurements on fluorescein the fluorescence spectra 
of solutions of eosin and naphthalin-roth were also studied by the method 
ah^ady described, and the transmission curves of the solutions were taken. 



Fig. 8. — Fluorescein. 
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Dilute solutions in alcohol were made, that of the naphthalin-roth being 
about iiff saturated. The results obtained with these solutions, which are 
shown in Figs. 9 and 10, afford additional corroboration of the statements 
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of Lonimel. They are indeed in every respect analogous to those obtained 
with fluorescein and lead to the same conclusions. Each solution was 
excited by three distinct regions of the spectrum, one lying as far toward the 
red as practicable, one toward the blue, and one at an intermediate wave- 
length. Curves showing the distribution of intensities in the three spectra 
thus produced are shown in the figures and it will be noted that, as in the 
corresponding curves for fluorescein, the position of the maximum is entirely 
independent of the wave-length of the exciting light and that the general 
character of the curve remains unchanged. In the case of these two solu- 
tions, as in that of fluorescein, it was possible to obtain a measurable amount 
of fluorescence by the use of light of wave-length greater than that of the 
maximum of the fluorescence spectrum. The form of fluorescence curve is 
very similar for these three substances, but each has its own place in the 



Fig. lO. — Naphthalin-rotb. 
FlaoresccncpflpccIrBDbHTved wbca (taeekdling light li« in dilfernitncfobs 
of tbc tpectmrn Curvr A wai obtAined wbcn Ibc cicitio^ tjfbt wat 

spectrum. The maximum for fluorescein (Fig. 3)isato.5i7/j, that for eosin 
at 0.580/1, and that for naphthalin-roth at 0.594 M- The position of the max- 
imum of these three curves with reference to the absorption band appears 
to vary with the different substances. The maximum for eosin coinades 
approximately with the infra edge of the absorption band; that for fluo- 
rescein lies slightly (about 0.05 ^) toward the violet, while the maximum for 
naphthalin-roth is much farther displaced toward the short wave-lengths. 

Lommel's contention that it is possible to excite fluorescence in eo^ 
by means of the light of the sodium flame is fully confirmed by the data 
plotted in I'ig. 9, from which it will be seen that the exciting light by means 
of which curve A was obtained had a mean wave-length almost precisely 
equal to that of the sodium lines. Since it was found possible by means of 
light, all of which was of greater wave-length than the maximum of the 
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fluorescence spectrum, to produce fluorescence of sufficient strength for 
meastu'ement with the spectrophotometer, it follows that observable fluo- 
rescence can be produced by light of even greater wave-length than that 
recorded in oiu^ diagram. 

We deem the evidence already given in the foregoing paragraphs to be 
conclusive, so far as these substances are concerned; but in view of the 
differences of opinion among physicists as regards the validity of Stokes's 
law we venture to add the following description of a determination of the 
wave-length of the least refrangible monochromatic light which we found 
capable of exciting fluorescence in the three solutions with which this 
chapter deals. 

To insure freedom from the existence of possible errors due to stray 
light, two different methods were employed of avoiding it. In the first 
the exciting light, before dispersion, was passed through a solution of the 
substance to be examined, thus filtering out those rays particularly active 
in producing fluorescence. The filtered light was then dispersed by means 
of the large spectroscope already described, and a second solution was 
subjected to an isolated, nearly monochromatic, region of the spectrum. 
The wave-length of this region was increased until the last trace of fluo- 
rescence, observed directly with the eye, 

was about to disappear. To distinguish Table i . 

between fluorescence and the presence 
of light diffused from small particles, 
the light was viewed at an angle of 90*^ 
through a Nicol prism, by which means 
diffuse light was completely excluded. 
The limit of excitation thus determined 
lay, as had been anticipated, farther to 
the red than in the cases where a spectro- 
photometrically measurable fluorescence 

had been obtained, excepting in the case of eosin, where it was found to 
coincide almost exactly with the ultra edge of the band used in exciting 
the spectrum shown in curve A (Fig. 9). 

The second method consisted in sending the isolated region of the 
dispersed light to be used for excitation through a second spectroscope and 
determining as before the Hmit of excitability. This method of removing 
stray light has been extensively used and is well known to be effectual. 
The source of light in both cases was an electric arc. 

The results obtained by these two methods were identical and are shown 
in Table i. 

These wave-lengths, all of which lie far to the red from the maximum 
of the fluorescence spectrum, are indicated in Figs. 3, 8, and 9 by means 
of the vertical lines marked /. 

The results obtained with solutions of fluorescein, eosin, and naphthalin- 
roth thus fully confirm the contention of Lommel^ that in the case of these 
substances Stokes's law is not fulfilled. In the opinion of Lommel all other 
fluorescent substances, with the probable exception of chlorophyll, conform 
to Stokes's law, the shortest wave-length of the fluorescence spectrum being 

ilx>mmel, Poggendorff's Ann., 143. 159, and 160. 



Maximum 
wave-length 
Substance. ' excitinc 

' observable 
fluorescence. 



Fluorescein \ o. 542 

Eosin 0.589 

Naphthalin-roth ' o . 632 
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always of less refrangibllity than the longest wave-length capable of exciting 
fluorescence. We later extended our measurements to various other fluo- 
rescent substances, determining in each case the location and character of 
the absorption band with which fluorescence is associated and the form of 
the curve of relative intensities in the fluorescence spectrum. 

RHODAMIN AND RBSORCIN-BLAU. 

Of the substances examined rhodamin and resorcin-blau belong to the 
same group as those previously examined, being organic dye-stufi's which 
show fluorescence in solution. The fluorescence of these solutions was of 
sufficient intensity to permit of the use of the method already described. 
Two nearly monochromatic regions of the spectrum were selected in each 
case, one lying well within the absorption band of the solution and the other 
as far toward the red as it was possible to go without reducing fluorescence 
to an extent which rendered measurements inexact. The fluorescence 
spectrum was observed as before by means of a Luramer-Brodhun spectro- 



Fig. II. — Rhodamin. 



c 7'. TmnsmiMior 



photometer from a direction at right angles to that of the exciting ray. ITie 
solution was placed in a glass cell with plane faces, the exciting light being 
introduced through a slit and passing through the layer of liquid lying next 
to the wall of the cell through which the fluorescent light passed. 

Figures 1 1 and 1 2 give in graphical form the results of these measure- 
ments. The curves of the fluorescence spectra are of the same type as those 
of fluorescein, eosin, and naphthalin-roth already cited. They rise from 
within the region of the absorption band to a well-defined maximum, which 
is located, generally speaking, near the infra edge of the absorption band; 
beyond the maximum they fall away rapidly with increasing wave-length. 
The comparison spectrum in these, as in the previous cases, was that ob- 
tained from the light diffusely reflected by a block of magnesium carbonate 
illuminated by an acetylene flame. 
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Neither of these solutions conforms even approximately with the law of 
Stokes. Cm~ve A of Fig. 1 2 (resorcin-blau) was obtained by means of light 
none of which was of shorter wave-length than 0.642 fi, whereas the fluo- 
rescence is of measurable intensity to 600 n. The rhodamin solution affords 
a striking example of the non-validity of the law ; for although the maximum 
of the fluorescent spectrum lies at 0.554/1, an observable fluorescence was 
produced by means of very nearly monochromatic light, obtained by the 
method of double dispersion, using two spectrometers in series, the shortest 
wave-length of which was 0.602 /x. This limiting wave-length is indicated 
by the line marked / in Fig. 11. This substance, like eosin, which has its 
maximum of fluorescence at 0.580 n, will respond to the excitation of Ught 
of the D lines of sodium or to even longer waves if of sufficient intensity. 

The other substances to be considered in this chapter are more difficult 
subjects for quantitative work because, being less strongly fluorescent, it 



.6/' B A -'^ 

— Resorciii-blau in methyl alcohol, 
rum when eicilcrf by red [ight lying in regi 



is necessary to have recourse to powerful illumination, and because in 
several instances the fluorescence band lies near the limits of the visible 
spectrum — either in the violet or in the extreme red. 

QUININE SULPHATE. 

The quinine sulphate subjected to measurement was prepared by making 
a saturated solution in water containing a trace of sulphuric acid. The 
solution was exposed to diffuse daylight in a cubical cell of glass, the faces 
of which measured 8 cm., and the fluorescence was observed through a slit 
in one of the faces at right angles to that exposed to the light. This slit was 
placed as near the comer of the cell as possible, so as to bring the layer of 
liquid lying next the glass on the exposed side into the fleld of view. The 
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reference spectrum, as usual, was obtained from the light diffusely reflected 
from a block of magnesium carbonate, but in this case the surface of the 
block was illuminated by daylight, so that the fluctuations of intensity 
might affect both spectra equally and in the same sense. 

The transmission of the solution was determined by placing a second 
block of magnesium carbonate behind the cell and determining the intensity 
of the light transmitted by the liquid in the various regions as compared 
with that reflected from the first block. The instrument used in this and 
in some of the subsequent measurements described in this chapter was a 
spectroscope whose collimator was furnished with a double Vierordt sHt. 
Light for the comparison spectrum was introduced by means of a right- 
angled prism and the adjustment of intensities was made in the usual 
manner by means of micrometer screws. 

A second set of measurements with this substance was made with the 
Lummer-Brodhun spectrophotometer. A mercury-arc lamp was used in 
place of the Nemst filament of our previous experiments and the ultra- 
violet line 0.365 M» isolated by dispersion with the large spectrometer, was 
employed for excitation. The comparison spectrum in this case was the 
magnesium block illuminated by means of the acetylene flame. 

It is obvious that owing to the different distribution of intensities in the 
spectra of daylight and of the acetylene flame these two sets of observations 
would not be strictly comparable. In order, however, to make them at 
least approximately so, the following correction was applied to the obser- 
vations by daylight. From certain data obtained by VogeP and published 
by him many years ago, a curve was plotted giving the distribution of 
intensities in the spectrum of diffuse daylight with clouded sky, the spectrun 
of a petroleum-gas flame being taken as the standard. Vogel's measure- 
ments agree as well as could be expected, considering the fluctuating char- 
acter of daylight, with those subsequently made by W. H. Pickering^ and 
by Nichols and Franklin.' As the sky was overcast at the time of making 
the observations on quinine sulphate just described, it was assumed that 
the quahty of daylight would on that occasion be represented with sufficient 
accuracy by means of this curve. By means of a similar curve, giving the 
distribution of intensities in the spectrum of the acetylene flame as com- 
pared with the petroleum flame, it is possible to determine the relation 
between daylight and the acetylene flame. Vogel's curve for daylight- 
petroleum and the computed curve for daylight-acetylene are given^ in Fig. 13. 
By means of the latter it is possible, from the observations upon quinine 
sulphate, to compute a curve in which the light of the acetylene flame 
reflected from magnesium carbonate is the standard. This curve (B, Fig. 
14) corresponds precisely, as regards the location of its maximum, with 
curve A in the same figure, which shows the results of the measurement of 
the fluorescence of this substance when excited by means of the ultra-violet 
of the mercury lamp. Since these two sets were made with different types 
of spectrophotometer their agreement affords a desirable check upon the 
performance of the two instruments. 

>Vogd, Berliner Monatsberichte, p. 8oi, 1880. 

SW. H. Pickering, Proc. Am. Acad, of Arts and Sciences, vc\. 35, 18B0. 
*Nichol!i and Franklin, American Journal of Science, v<4. 38, p. 100, i889' 

«The two sources being so adjusted as to have the same intensity at the D line, the curve shows the ratio 
of intensities for other wave-lengths. 
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Fig. 13. 



Fig. 14. — Quinine sulphate in water. 



'd by daylight. 
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The curve T gives the transmission of the solution as measured by 
the method already described. It was not found possible, owing to 
the fact that this solution remains transparent almost to the limits of 
the visible spectrum, to go very far into the absorption band; but the 
observations suffice to locate the infra edge of the band very closely. To 
gain further information concerning the nature of the absorption band a 
series of photographs of the transmission spectrum were taken by means of 
a Rowland grating with sunlight as the source of illumination. The infra 
edge of the band, as shown by the disappearance of the Fraunhof er lines, was 
found to lie in the region indicated by the spectrometric measurements 
shown in Fig. 14. Absorption became almost complete in the neighborhood 
of the H lines and continued throughout the ultra-violet, at least up to the 
point where glass becomes opaque. 

In order to determine if possible the position of the ultra edge of the band, 
the quinine solution was placed in a cell with quartz walls and photographs 
were taken, using an arc light into which zinc had been introduced as a 
source. Lines due to this metal were distinguishable in the comparison 
spectrum as far as wave-length 0.2558 /x, to which point the opacity of the 
solution of quinine sulphate was found to be complete. 

It will be seen from the curves A and B (Fig. 14) that the fluorescence 
spectrum of quinine sulphate is of the same type as that of the various 
fluorescent dye-stuffs. It consists of a single band with a sharply defined 
maximum at 0.437 /x. Since the curves obtained with daylight and with 
monochromatic light from the mercury arc are identical as regards the 
position of the maximum and in general form, and since they are of the 
same type as the various other fluorescence spectra already described, it is 
evident that quinine sulphate belongs to the same class as fluorescein, eosin, 
etc. It is true that in the case of this substance it is possible to trace the 
fluorescent light throughout nearly the entire spectrum, a point which is to 
be considered further in a subsequent paragraph, but beyond 0.5 At intensities 
are very small. 

Contrary to the view expressed by Lommel, the fluorescence of quinine 
sulphate appears to be independent of the wave-length of the exciting 
light. Since, however, this is one of the substances which has been cited 
in support of Stokes's law, it was deemed important to determine as care- 
fully as possible the longest wave-length of monochromatic light capable of 
exciting fluorescence. This is a matter of considerable difficulty on account 
of the weakness of the effect. By means of the method of double dispersion 
already described, the electric arc being used as a source, monochromatic 
light thoroughly free from all stray radiation was obtained. When this 
was used for excitation the last trace of observable fluorescence was found 
to disappear at wave-length 0.420 /n. 

In no other case have we found this limiting wave-length to lie so close 
to the ultra edge of the fluorescence band. It will be noted, however, that 
in making measurements by daylight readings were obtained at wave- 
length 0.41 At and the fluorescence under strong excitation is traceable still 
further into the violet, certainly almost, if not quite, to 0.40 ai. While 
quinine sulphate then approaches more nearly to conformity with Stokes's 
law than the other substances that we have studied, the evidence is dis- 
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tinctly in favor of the view that it, like other fluorescent materials, is 
capable of being excited by all wave-lengths of light lying in or on the 
infra edge of its absorption band; and that the longest wave-length capable 
of producing an observable fluorescence is appreciably less refrangible than 
the shorter wave-lengths of its fluorescence spectrum. 

CHLOROPHYLL. 

The fluorescence spectrum of chlorophyll was studied by Stokes,' who 
found, in addition to the usual red band, a fainter excitation in the green 
of the spectrum. Hagenbach' subsequently made an exhaustive study of 
this substance. It was his opinion that it did not conform to the law of 
Stokes. Lommel' placed chlorophyll in his first class, to which belong all 
substances whose fluorescence is independent of the wave-length of the 
exciting light. 

The solution of chlorophyll used in our measurements was made by 
digesting green leaves in absolute alcohol and filtering. The transmission 
curve (Fig. 15) shows four well-defined bands, of which the one to which 



Fig. 15. — Chlorophyll (fresh alcoholic solution from green leaves). 

Curve r. TrsDBmbiiaD 9p«ctnim o( a lays i.i cm. thick. 

fluorescence is due is more intense and broader than the others. Measure- 
ments made in the extreme red appeared to indicate the presence of still 
another region of diminished transparency which it was not possible to map 
with the spectrophotometer. In the hope of determining more definitely 
the character of this band and of ascertaining whether the series of striking 
absorption bands in the visible spectrum extends into the infra-red, we 
requested Mr. W. W. Coblentz, who was engaged in the study of the infra- 
red by means of a radiometer and a mirror spectrometer with rock-salt 
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prism, to explore the spectrum of this solution. The results of his measure- 
ments are plotted in Fig. 1 6. His observations extend from 0.6 1 ^ to 1,45^, 
at which wave-length the alcohol in which the chlorophyll was dissolved 
becomes so nearly opaque as to prevent further readings. The absorption 
band at 0.675 J' i^ clearly shown ; also the band at the extreme edge of the 
visible red 0.745 *<■ fhe latter, however, is of little intensity. In Mr. 
Coblentz's measurements comparison was made between a cell filled with 
the chlorophyll solution and the same cell when filled with alcohol in which 
no chlorophyll had been dissolved. The curve therefore indicates the 
effect of the chlorophyll and other dissolved matters upon the transparency 
of the alcohol. It will be noted that between 0.8 n and 0.9 /x the material 
in solution has no absorbing power. At the latter wave-length absorption 
again begins to show itself and increases steadily to 1.45 /x, where the trans- 
mitting power of the solution is only 60 per cent as great as that of the 
alcohol itself. 



In determining the fluorescence curve A (Fig. 15), which was obtained 
by using the green line of the mercury arc (0.546 n) for excitation, we were 
able to trace the fluorescence to wave-length 0.624 (^- which lies well beyond 
the ultra side of the absorption band. This had not been found possible in 
the case of the fluorescence spectra previously described, partly on accoimt 
of the greater width of the bands and partly for the following reason. The 
fluorescence spectrum of chlorophyll is doubtless traceable to an unusual 
distance toward the violet because the maximum lies in the extreme red, 
in a region of very low luminosity. Fluorescence in this region, to be 
appreciable, must be of great intensity, and on the side toward the violet 
the rapidly falling intensity is largely counterbalanced by increase in 
luminosity. The same is true of the infra side of the fluorescence band 
of substances like quinine sulphate; so that, although the ctirves are of 
the same type as those described above — fluorescein, etc.^ — the fluorescence 



A SPECTROPHOTOMETRIC STUDY OF FLUORB5CENCE. 19 

can be followed nearly through the spectrum. The curves of resorcin-blau, 
fluorite, and sesculin afford other examples of this phenomenon. Where, on 
the other hand, the maximum is in the middle of the spectrum, as in the case 
of rhodamin, eosin, fluorescein, etc., the fluorescence soon becomes too small 
for measurement on both sides of the maximum because of the diminution 
of luminosity toward the ends of the visible spectrum. 

The green fluorescence described by Stokes was faintly discernible under 
strong illumination, but its intensity would not permit of measurements. 

The question of the applicability of Stokes's law to this solution was 
tested by observing with monochromatic light, by the method already de- 
scribed, the longest wave-length which was capable of producing appreciable 
fluorescence. The limiting wave-length (0.720 ti), which gave faint but 
unmistakable fluorescence (see line /, Fig. 15), lies on the infra side of the 
maximum of the curve A. 



Fig. 17. — Canary glass. 

trum when eidlcd by violet light, h -<i.407 1 



CANARY GLASS. 



In our experiments upon canary glass one comer of a rectangular slab 
I cm. in thickness and 7 cm. wide was used. This was mounted in front 
of the slit of the Lummer-Brodhun spectrophotometer in place of and in a 
position corresponding to the cell employed in the study of the fluorescent 
solutions. Fluorescence was excited in the manner already described, by 
means of light entering the glass at right angles to the axis of the collimator 
tube. Measurements were made using the Hg line 0.407^ (see curve A, 
Fig. 17) and green light from the spectrum of the Nemstfilaraent (curve B), 
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To detennine the location of the absorption band, light transmitted 
through the entire width of the glass, giving a layer 7 cm. thick, was meas- 
ured. The transmission curve T shows a minimum but by no means 
complete opacity at 0.472 /u. The absorption spectnmi of this specimen 
did not exhibit the complex character of that studied and described by 
Stokes in his memoir already cited. Our quantitative exploration, however, 
did not extend beyond the determination of the infra edge of the band excit- 
ing fluorescence. The fluorescence spectrum, contrary to expectation, ap- 
pears to belong to the same simple type as that of the fluorescent substances 
previously examined. The glass was optically very imperfect and the 
fluorescence measurements were seriously interfered with by the presence 
of stray light. This shows itself in the case of curve By which is distorted 
in the regions corresponding in wave-length to the exciting light. The 
observations upon the ultra side of the curve are, as will be seen from the 
figure, considerably raised above the probable normal trend of the ciu^e, 
which is shown by means of the dotted line. Curves A and J?, however, 
have their maxima at the same wave-length, and, apart from the discrepancy 
just mentioned, their type corresponds precisely with that of the numerous 
other fluorescent spectra examined.^ 

In the determination of the maximum wave-length capable of exciting 
fluorescence it was especially necessary to distinguish between fluorescent 
light and ordinary diffusion due to the imperfect optical properties of the 
glass. When one allows light to pass through this glass after being dispersed 
by a prism the path of the rays remains visible throughout the entire spec- 
trum instead of disappearing for the rays that do not excite fluorescence, as 
is the case in an optically perfect medium. By means of a Nicol prism held 
before the eye it was, however, easy to distinguish sharply between fluo- 
rescence and ordinary diffusion. The vertical Hne / marks the Hmiting wave- 
length (0.539/i) at which fluorescence becomes inappreciable. It lies far to 
the infra side of the maximum, showing that in this, as in all previous cases, 
there was not even approximate conformity to the law of Stokes. 

It is probable that the glass studied by Stokes, and by means of which 
he observed such extraordinary fluorescence phenomena, was altogether 
different from our specimen. It contained perhaps other fluorescent 
materials in solution which were absent in the glass now under considera- 
tion. The glass which we have examined appears to belong in the same 
class with all the other fluorescent substances upon which measurements 
were made : its fluorescence spectrum consists of a single band, the location 
of which is independent of the wave-length of the exciting light, and it does 
not obey Stokes's law. 

FLUORITE. 

From a collection of small crystals of fluorspar from Derbyshire, England, 
placed at our disposal by Professor Gill, of the Department of Mineralogy 
of Cornell University, two specimens were selected for study. One of 
these was green by transmitted light, the other colorless. Both showed 
the well-known blue-violet color due to fluorescence. The transmission 



*For an extended study of the fluorescence and absorption of another specimen of uranium i^ass tee 
R. C. Gibbs, Physical Review, xxvin, p. 361. 
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curves of the spectrum of these crystals are brought together for com- 
parison in Fig. 1 8. Curve A of the green spar (thickness 0.8) cm. contains 
a broad, well-marked band in the yellow and a second rather narrow band 
to which the fluorescence is due. The maximum of absorption in the latter 
band is at 0.424 /x. Curve B, which relates to the white crystal, contains 
only the second band. This crystal, although thicker (1.72 cm.), is more 
transparent, the absorption in the middle of the band being less than 
50 per cent. It is interesting to note the presence of easily measurable 
fluorescence accompanying such feeble absorption. 

The fluorescence of the green crystal was determined by means of the 
undispersed Ught of the carbon arc (curve A, Fig. 19) and of the merciuy 
arc direct (curve B), The effective light from the latter source comes 
chiefly from the lines 0.407 /x and 0.365 /*. The fluorescence conforms strictly 
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Fig. 18. 

Transmission spectra of green fluorspar (A) and white fluorspar (B). 

to that of all substances previously examined by us. The spectrum consists 
of a single band, the maximum of which at 0.433 fx is independent of the 
character of the exciting Ught. 

In the measurement of the fluorescence of the white crystal diffuse 
dayHght was employed, and the observations were made with the spectro- 
scope with a single coUimator tube and Vierordt sht, already described. 
The two sets of readings obtained are plotted in Fig. 20. The curves 
correspond very closely in character with those obtained with the green 
fluorite, although the maximum appears to be shifted very slightly toward 
the violet. This shift may be due to a combination of errors of observation 
and of instrumental errors, the instruments employed being different 
throughout, or it may result from some shght difference in the character 
of the absorption band. It will be noticed by reference to Fig. 18 that the 
infra edge of the absorption band of the green crystal does not rise so 
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Fig. 19. — White fluorite. 



— Green fluorlte. 

urn when Fiditcd by diffuse diylighl. 

nm of a layer 1.71 cm. thick. 
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sharply as is the case of the white fluorite. The broadening of the band 
upon this side may result in a slight shifting of the fluorescence. It has 
already been shown by Stenger' and by O. Knoblauch* that fluorescent 
substances such as eosin and naphthalin-roth have the position of the fluo- 
rescent spectrum shifted by dissolving them in different liquids; and that 
the shift corresponds with that of the absorption band previously described 
by Kundt.' 

-escuUN. 

This substance was cited by Lommel* as typical of his second class, 

the characteristics of which are a fluorescence spectrum independent of 

the wave-length of the exciting source and an absorption band beginning 

at that point in the spectrum at which the first trace of fluorescence shows 



Fig. II. — .^sculEn (from horse chestnut). 

Curve .-1. Flunre5«n« sprclruin whrn eidted by arc light. 
Curve r. Tnnsmission speclrum of 1 liyn g cm. (taitk. 

itself and extending toward the violet, so that there is no overlapping of 
the band of the exciting light with the fluorescence spectrum. 

Our measurements of the fluorescence of sesculin were made upon a 
solution consisting of water in which freshly broken twigs of the horse- 
chestnut tree had been immersed. When freshly prepared this shows the 
well-known fluorescence characteristic of aesculin, but the solution loses 
its activity upon standing. We were unable to procure pure tesculin, but 
the results, so far as the form and composition of the fluorescence curve 
are concerned, would probably be the same had measurements been made 
upon the solution of the chemically prepared substance. The fluorescence 
curve. Fig. 21. is of the usual form and its position with reference to the 
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transmission curve T is similar to that of the substances previously examined. 
On the infra side, as has been pointed out by Lommel, it is possible to 
trace the fluorescence throughout the entire spectrum; but this, as in the 
instances already considered, is due to the greater luminosity as we move 
toward the middle of the spectrum rather than to any unusual maintenance 
of the intensity of the fluorescence in that direction. The band falls off 
quite sharply on that side, differing not at all in this respect from the bands 
of other substances, such as quinine sulphate and fluorite. The measurement 
of the transmission showed a very dilute solution, in which the maximum 
of absorption is scarcely more marked than in the case of the bands of the 
specimens of fluorite already described. 

From the location of the absorption band with reference to the maximum 
of fluorescence it would be safe to predict for this substance, on the basis 
of previous experience, a wide divergence from the law of Stokes. Deter- 
mination of the limiting value of the exciting light is somewhat difScult 
to make. It was found, using the spectrum of the arc lamp as a source, 
that the fluorescence due to light of wave-length 0.45 n could still be 
discerned. 

It is not possible, with the spectrophotometer, to make a complete 
exploration of the absorption band of aesculin, since the band extends into 
the ultra-violet. Photographs of the absorption spectrum of this solution, 
made by Miss Eleanor Burns at our suggestion, show this band to be com- 
paratively narrow, its ultra edge lying at about 0.34 /x, beyond which there 
is no absorption capable of detection by photographic means. 

There is nothing in these measurements which would lead one to place 
aesculin in a class different from that of the foregoing substances. It is 
distinguished, as regards the character of its fluorescence spectrum, from 
quinine sulphate and fluorite, the other two substances on our list the fluo- 
rescence of which lies in the blue, only in that the maximum lies at a some- 
what greater wave-length. The curve Ay Fig. 21, was obtained by the use 
of the direct light of the arc, undispersed. Since the curve corresponded 
in every form to the general type it did not seem necessary to repeat the 
observations with exciting light of other composition. 

SUMMARY. 

From the measurements described in this chapter the following conclu- 
sions may be drawn : 

1. Eosin, naphthalin-roth, fluorescein, rhodamin, resorcin-blau, quinine 
sulphate, chlorophyll, canary glass, green fluorspar, white fluorspar, and 
aesculin all exhibit fluorescence of the same type. 

2. The fluorescence spectrum in general consists of a single band situated 
near the infra edge of the absorption band with which fluorescence is 
associated. 

3. The position of the maximum of the fluorescence band is in all cases 
independent of the wave-length or composition of the exciting light. 

4. The distribution of intensities in the fluorescence spectrum is inde- 
pendent of the wave-length of the exciting light. 

5. Stokes's law holds for none of the numerous fluorescent substances 
thus far examined. 



CHAPTER II. 

ON THE ABSORBING POWER AND THE FLUORESCENCE OF 

RESORUFIN. 

The experiments described in this chapter were undertaken at the 
suggestion of the authors by Miss Frances G. Wick. An account of them 
was first given in the Physical Review.^ The chief object was to determine 
whether the typical fluorescence spectrum changes with the concentration 
of the solution or whether the shift of the band referred to in Chapter I is 
caused by absorption only. The substance studied was resorufin, whose 
strong fluorescence in the yellow-red is conveniently excited and readily 
observed. 

It has frequently been observed that the color of the light emitted by a 
fluorescent solution is altered by a change in the concentration of the 
solution. A dilute solution of fluorescein, as indicated in Chapter I, gives 
a green fluorescence, while the light emitted by a concentrated solution of 
the same substance shows a distinctly yellow tinge. In other words, an 
increase in concentration causes the maximum of the fluorescence spectrum 
to shift toward the longer wave-lengths. 

Such a shift might result from a real change in the period of vibration of 
the fluorescent molecules, i. c, the form of the typical fluorescence spectrum 
might depend upon the concentration of the solution. But the observed 
change in the fluorescence spectrum might equally well result from a change 
in the absorbing power of the solution. The light emitted by portions of 
the active substance in the interior of the solution must pass through the 
solution before emerging, and is therefore weakened by absorption. 
Since the maximum of the fluorescence spectrum does not occur at the 
same wave-length as the maximum absorption, being always slightly dis- 
placed in the direction of the longer waves, it is clear that different portions 
of the fluorescence spectrum will be affected by absorption in varying 
degree; the shorter waves will always be absorbed most strongly. The 
maximum of the fluorescence spectrum is therefore always shifted toward 
the red to some extent, and the increased absorbing power of concentrated 
solutions causes the shift due to this cause to increase with the concentration. 

The experimental work naturally falls under three heads, as follows: 

1. The relation between absorption and thickness, to test whether or 
not the absorption of a fluorescent solution obeys the exponential law of 
optically perfect substances. 

2. The relation between absorption and concentration, to test the 
application of Beer's^ law, i. c, that an increase in the concentration of a 
solution is equivalent to an increase in thickness. 

3. The study of fluorescence spectra of solutions of resorufin of different 
concentrations to determine whether or not there is any shift in the maxi- 
mum of fluorescence as concentration changes. 

^Frances G. Wick, Physical Review, xxiv, p. 356. 
'Beer, PoggendorflF's Ann., 86, p. 78. 
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HISTORICAL. 

In 1888 B.Walter/ using the Vierordt spectrophotometer, found the ratio 
of the fiuorescent light emitted to total incident light absorbed, Fll A, to 
increase with dilution. This law had been previously conjectured by 
Lommel,^ whose mathematical theory Walter' used in verifying his own 
results. In connection with this work Walter tested Beer's law of absorp- 
tion for fluorescein by four measurements. He found the law to hold true 
for dilute but not for concentrated solutions. 

Walter briefly states his conclusions as follows: 

** Ability to excite fluorescence, Fll A, in the most concentrated solutions, 
is infinitely small or zero. After Flj A obtains a measurable value it 
increases in proportion to dilution to a certain dilution called the 'critical 
point.' For greater dilutions Flj A remains constant." 

In explanation of the above, Walter* advances a molecular-group theory 
which is of interest, preceding as it does the present theory of ionization 
given by Buckingham.^ Walter summarizes his theory in the following 
statements : 

1. Every separate molecule of a given substance in solution absorbs, 
so long as it remains in the separate condition, the same fraction of the light 
falling upon it, no matter how great its distance from other molecules in the 
solution may be. 

2. Every separate molecule of a given fluorescent substance in solution, 
so long as it is in the separate condition, changes the same fraction of 
absorbed light into fluorescent light, no matter how great its distance from 
neighboring molecules may be. 

3. As soon as molecules begin to combine in groups the validity of these 
statements ceases. Fluorescence entirely ceases in such a group and 
absorption extends over wave-lengths which a separate molecule is not able 
to absorb. 

Walter's idea of the separate molecule seems to correspond closely with 
what is now known as the ion. 

In 1894 E. Buckingham^ performed a series of careful experiments to 
discover whether or not fluorescent substances are in a state of ionization. 
His investigations led to the conclusion that, at least in some cases, fluo- 
rescence is due to ionization and produced only by that part of a solution 
which is ionized. Certain ions, along with their other well-known optical 
properties, possess this property of fluorescence. 

The conclusions drawn from the spectrophotometric work described in 
Chapter I are found to apply also to resorufin. For example: 

1. The characteristic fluorescence band is situated near the edge of the 
absorption band and is steeper on the side toward the violet. 

2. As fluorescent light passes through greater thicknesses of liquid, the 
position of the maximum in the fluorescence spectrum is shifted toward 
the red. 



>B. Walter. Wied. Ann.. 34. 1888. 
'Irommcl, PoggendorfT's Ann., 160, p. 76. 1877. 
«B. Walter. Wied. Ann.. 36, p. 502. 1889. 
♦B. Walter, Wied. Ann., 36, p. 518. 1889. 



^H. Buckingham. Zeitschrift ftir physikaliscbe 

Chemie. 14. p. 129, 1894. 
'H. Buckingham. /. c. 
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3. The eflfect of diluting a fluorescent solution is similar to that of 
diminishing the distance through which the fluorescent light travels. 

METHOD OF OBSERVATION. 

The instrument used for this work was the spectrophotometer of Lummer 
and Brodhun. 

The source of hght was an acetylene flame 5 (Fig. 22) from which light 
was diffusely reflected by a block of magnesium carbonate, n, mounted at an 
angle at 45° with axis of the collimator A . For observations on transmission 
a similar block of magnesium carbonate was placed in front of the slit D. 

The work was performed in a room with black walls, the acetylene flame 
being the only source of light. Screens were adjusted so that no stray light 
could strike any part of the instrument. 

The solution imder consideration was placed in front of slit Z>, the width 
of which was kept constant during a 
single set of observations. The ocular /^ 

lenses of the telescope were removed, « 
the eye being focused upon the face 
of the prism magnified by the objec- 
tive of the telescope T. 

In making observations the width 
of slit C was adjusted by means of a 
micrometer screw until the central 
band of light reflected from KLwas 
brought into the best possible coinci- 
dence with that transmitted from D 
through the upper and lower parts of 
the cube . The results given represen t 
an average of from 5 to 10 settings, 
the zero point of the screw attached to 
C being carefully determined and care 
being taken to avoid errors due to lost 
motion. 

The hydrogen lines of a vacuum 
tube, together with a few of the Fraun- 
hofer lines, were used for calibration. 





Fig. 22. — Apparatus arranged for 
measuring fluorescence. 



COMPOSITION OF RESORUFIN. 

Weselski's diazo-resorufin,^ the fluorescent substance used in this investi- 
gation,^ has the formula 

I o t 



H fi 



*Berichte dcr deutschen chemischen Gesellschaft. 22, 3036. 

* Acknowledgment should be made to Prof. W. R. OrndorfT for his kindness in preparing the resorufin used 
in this work. 
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Dissolved in absolute alcohol it is bright red in color, vitha sharplydefined 
fluorescence band extending from 0.54/1 to the limits of the visible spectrum 
in the red. The transmission spectrum given in Table 2 and Fig. 23 shows 
the absorption band corresponding to this, and also a smaller absorption 
band in the violet. 

Different concentrations of resorufin were used. These are merely rela- 
tive and are indicated as "concentration i, i, J, iV* 3^;> «V. iind t^>" Uie 
original solution being taken as '. All curves corresponding to the above 
concentrations are indicated by the letters A,B,C, D, E, F, and C respectively. 
Table 3. 
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ABSORPTION AND THICKNESS. 

The first problem under consideration was, as stated above, to find 
whether a fluorescent solution acts like an optically perfect substance in 
obeying Lambert's law of absorption, »'. c, whether 

I = he-'" 
where h and / are the intensities before and after transmission, and x is 
the thickness of the absorbing layer. 



bick. ConHstntioe I. 
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To test this law the coefficient of absorption, P, was calculated from 
observations taken with cells of different inside thickness, the measurements 
of these cells being made with great care. 

The larger cell was measured with micrometer calipers. Thickness of 
glass = a, j8 (Fig. 24). Outside thickness of that part of the cell used for 
transmission = C. Inside thickness = T. 

r=C-(a+/3) = 2.o5 cm. 

In the case of small cell (Fig. 25), calipers could not be used to measure 
the thickness of glass. The cell was placed under a traveling microscope 
to measure the average inside thickness of the top. The outside thickness 
at the points indicated in the figure was measured with caUpers. 

T= r'+(n— w) = 1.075 cm. 

It was assumed that the thickness of glass from top to bottom of cell re- 
mained constant, since broken pieces of the same glass varied not more than 
o.oi mm. 

To determine the transmission, the cell containing the resorufin was 
placed in front of slit D (Fig. 22), care being taken that no direct light 
from S should strike the cell, and light from the block of magnesium car- 
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Fig. 24. Fig. 25. 

bonate, in front of slit D (not shown in the figure), was transmitted through 
it. The reading of C was taken to get the relative intensity, /, of the Ught 
transmitted for different wave-lengths. After each observation the cell 
containing resorufin was removed and an identical one filled with absolute 
alcohol put in its place. The reading of C in this case gave the intensity of 
the incident light before absorption, /q. From these observed values of /© 
and /, together with the thickness of the absorbing layer, the coefficient 
of absorption was computed. If the loss by reflection may be regarded as 
the same for the cell containing resorufin as for that filled with alcohol — and 
the difference must be extremely small — ^it will be seen that the influence of 
reflection is to introduce a factor, i — jR, in the case of both settings, and that 
this factor will disappear when the ratio is taken. 

As a check upon these results a different method of observation was 
used. Keeping D (Fig. 22) constant, the reading Ci was taken for the 
light alone. A reading of C2 was then taken with alcohol in front of C and 
resorufin in front of D. 



-i =r Incident light (/o) 



^ = Transmitted light (/) 



D 



C2 



/o 



30 



STUDIES IN LUMINESCENCE. 



As a further check the positions of alcohol and resorufin were reversed, the 
alcohol being placed in front of D and the resorufin in front of C Then 



Ci 



= / 






7 

h 



Ci 



It will be noticed that in this method also the disturbances due to reflec- 
tion from the surfaces of the cells are eliminated. 

From these data the value of the coefficient of absorption for each wave- 
length was found to be practically the same as that found by the first 
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Fig. 26. 

CoefHcient of absorption as computed from cells of different thickness. 

method and independent of the thickness of the cell. Absorption curves 
plotted from average values obtained by both methods, using cells of two 
thicknesses, are identical, as shown in Fig. 26.* The absorption coefficients 
for different concentrations and also the data from which the computation 
was made are given in Table 3. 

Table 3. 

Coefficient of absorption computed from cells of different thickness. Concentration 
= 1/16. /, = Intensity of light before transmission. /= Intensity of light after 
transmission. — Coefficient of absorption. 
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•Figures 26, 27. and 28 give only relative values of coefficient**, since they arc drawn from data computed 
upon the baais of ordinary instead of natural logarithms. To get from the curves the absolute value of 
the coeflfidents given in the tables multiply by 2.3. 

These values are average results from a number of observations. 
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It appears, therefore, that the absorption of resorufin is in accordance 
with Lambert's law. Deviations from this law, if present, are at least too 
small to be detected by the experimental methods used. 
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ABSORPTION AND CONCENTRATION. 

The second set of experiments was undertaken to study the relation 
between absorption and concentration and thus test the validity of Beer's 
law for a fluorescent substance, i.e., *' increasing the concentration of a 
solution is equivalent to a like increase in thickness." 

The same method of observation was employed for this as for the pre- 
ceding work, no changes in the apparatus being necessary. The coeflBcient 
of absorption was found for different concentrations, the solution being 
placed in a cell 2.05 cm. thick if dilute, and in cell 1.075 cm. thick if con- 
centrated. This change of cell is permissible, since, according to the results 
obtained above, Lambert's law of absorption appUes to resorufin. The 
absorption coefficient for different wave-lengths was thus obtained for 
seven concentrations. 

Tablb 4. 
Coefficient of absorption for corresponding wave-lengths in different concentrations. 



X 


i 


ill 


A 


nHr 


1 


ih 


0.4I3M 


2.254 


1 
1 .8814 1 .2132 I 


.7125 


0.3107 


0. 1444 


0.0276 


•42 


2.806 


2.2793 1.4237 1 


8533 


.4360 


.1984 


•0775 


.448 


2.53 


, 1.5364 0.7935 ; 


3565 


.i860 


.0897 


.0368 


.48 


1.336 


0.6934 0.3864 ; 


1734 


.0749 


.0586 


.0367 


.524 


3.162 


1.8584 I. 1247 > 


5349 


.2783 


.1453 


.0692 


.562 


3.473 


3.0797 2.0171 1 


989 


.5441 


.3036 


.1442 


.614 


0.3864 


0.3082 0.1550 


0995 


.0484 


.0524 


.0265 


Average 


2.2782 


1.6624 1 > .OI62-I-I 

i 


5313 


0.2683 


0.I4I7 


0.0597 



Figs. 27 and 28 give the results of these observations. It will be noticed 
from these curves that the coeflBcient of absorption, in the case of dilute 
solutions, increases in direct proportion to concentration. For concentrated 
solutions this proportion fails, the concentration increasing more rapidly 
than the absorption. This is true for all the wave-lengths; in every case 
the curve starts out as a straight line for dilute solutions and bends down- 
ward as higher concentrations are reached. 



Table 5. 

Coefficients of absorption computed from average of careful observations for 
concentration ,^e and average absorption concentration curve. (Fig. 28). 
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Fig. 28 shows the average coefficient of absorption for the seven wave- 
lengths as a function of the concentration. This curve is used later for 
finding the coefficient of absorption for different dilutions, especially care- 
ful measurements for the concentration ^V being taken as a basis of cal- 
culation. The values thus obtained, given in Table 5, were used in all 
subsequent computations involving the coefficient of absorption. 

The above results agree, in every respect, with those given by Walter.^ 
Beer's law is true for dilute solutions, but fails for greater concentrations, 
as is indicated by the deviation of the curve from a straight line. The 
straight form of the curve (Fig. 28) up to concentration | corresponds to 
what Walter calls "complete solution," in which he says the molecules are 
in a "separate state.** Concentration | may be regarded as his "critical 
dilution," where a change seems to take place in the condition of the fluo- 
rescent substance. Solutions more concentrated than | correspond to those 
called by Walter "incomplete," in which "molecular groups" exist. 

Interpreted according to the ionization theory, the ciu^e (Fig. 28) 
indicates that in dilutions less than ^ a state of complete or nearly com- 
plete ionization has been reached. At this point a change takes place, 
more resorufm being contained in the solution than is ionized. As the 
concentration increases, more and more of the solution remains undis- 
sociated. It appears that the undissociated resorufin is not only incapable 
of fluorescence, but is also much less effective in causing absorption than 
is the dissociated substance. 

FLUORESCENCE AND CONCENTRATION. 

For observation of the fluorescence spectrum the spectrophotometer 
was adjusted as before. In front of slit D (Fig. 22) was placed a glass cell 
5.4 cm. long, containing the resorufin solution. This cell was entirely 
covered with black paper, except for a space about 1.5 cm. high across the 
bottom of the face next to the exciting light 5', and two narrow strips, x and y, 
The opening x was to allow light to enter the collimator slit, while y, 
directly opposite, was used only for adjusting. The source of illumination 
used to produce fluorescence was a bank of four acetylene flames S'. 
Between these and the fluorescent solution was placed a glass cell filled 
with water to prevent the heating of the resorufin. The comparison source 
was another acetylene burner 5, light from which was reflected into the 
slit C by a block of magnesium carbonate n. The cell containing the 
resorufin was so placed that light from the whole layer of solution next the 
inside surface of glass came through the slit D of tiie collimator. 

It is clear that a portion of the fluorescent light is absorbed by the solu- 
tion before reaching D, and attention has already been called to the fact 
that this absorption will be different for different parts of the fluorescence 
spectnmi. If the fluorescence is measured in the manner indicated above 
it is therefore necessary to apply a correction for absorption before the 
typical fluorescence spectrum can be determined. Two methods of making 
this correction have been used. In the first method the necessary cor- 
rection was computed as follows: 

IB. Walter. Wied. Ann., 36. pp. 502 and 518, 1889. 
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Let P be any point in the slit (Fig. 29). The source of the light reaching 
P is a cone in the fluorescent liquid converging toward P. The angle of 
this cone is determined by the aperture of the object glass, EF^ of the 
collimator. Any part of this cone cut off by the glass walls of the cell or 
by the upper surface of the solution is supplied by total reflection. 

Consider a disk bounded by two circular sections of this cone at distances 
X and x+dx respectively from the apex P (Fig. 30). The amount of 
fluorescent light reaching P from such a disk as this will be independent 
of X, provided no absorption takes place, for, while the area of the section 
varies as x-, the intensity of the light reaching P from each small portion 
of the disk varies as i /x'^. The fluorescent light that would reach P from 
such a disk if there were no absorption is therefore kdx, where Jfe is a func- 
tion of the wave-length, X. 





Fig. 29. Fig. 30. 

Since the light emitted by each section of the cone is in part absorbed, 
we have for the light reaching P from one of the disks 

di = kdx . e~^* 

and the total light reaching P from the whole cone is 



i = k { 

Jo 






dx 



where a is the thickness of the fluorescent solution. Hence 



t = k , — - — - and k = 



' i-e'^"* 

While the i in this expression represents the light reaching one infini- 
tesimal portion of the slit, it is clear that the total light reaching the slit 
is proportional to /. It is also evident that k is proportional to the total 
amount of light, /, of the wave-length considered, that is emitted by the 
fluorescent substance per unit volume. Hence 



f= 



i-e-^- 



The curve showing the relation between / and X is the typical fluorescence 
spectrum." 

To investigate the effect of concentration upon the position of the 
fluorescence band observations were made in six concentrations. Table 6 
gives values of observed fluorescence before any correction is made for 
absorption. Table 8, graphically represented in Fig. 31, gives the same 
sets of observations so reduced in scale as to be comparable in intensity 
with each other. This reduction was made by multiplying the data for 
each concentration by such a factor as to give wave-length 0.589 /x the 
same value as that of the obser\-ed fluorescence of the corresponding con- 
centration in Table 9. 
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Table 6. 

Observed fluorescence intensity before correction is made for absorption. Meas- 
urements made according to Method I; fluorescence excitation extending over 
whole face of cell. 
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Table 7. 

Observed fluorescence intensity reduced to such a scale as to make intensity of 
wave-length o. 589 /* the same as observed fluorescence in Table 9. 



X 


1. 

4 


0.524M 


538 




542 


5.65 




562 


10.5 




589 


92.2 




614 


241.6 1 




646 


263 i 


.69 


180 



i. 
ft 



1 

16 



4.08 


3 19 


4.28 


3 34 


9 53 


8.53 


94.6 


86.1 


195 


145 


155 


101 


86.5 


70.3 



.\ 


1 


lU 


3 32 


' 3.58 


3.12 


3.32 


i 3.66 


3.23 


12.7 


. 12.8 


9-73 


57 9 


40.4 


21.8 


56.5 


1 30.3 


15.6 


29.4 


15.3 


9.22 


21 .0 


12.5 





Table 8. 

Corrected fluorescence. Value of / calculated from Table 6 according to 

formula / = 7/5 / ( i — ff-^«) . 
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Table 9. 
Intensity of fluorescence of diff'erent concentrations at wave-length o. 589 m- 
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i 
8 



1 
16 



1 
.12 



i. 



1 
1 t» 



Observed fluorescence . 75.5 
Corrected fluorescence, 
f. e., value of ik as ob- 
tained from formula . 206 



92.17 94.64 86.06 57.95 40.01 I 21.68 



184 



115 



54-8 ! 22.5 



1 1 .0 



4.86 
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The curves in I'ig. 31 show the observed values of / as a function of X 
for six different concentrations of the solution. The shift in the maximum 
caused by a change in concentration is here well marked. 

Table 8 gives the result of correcting values in Table 6 for absorption 
according to the above formula, the value of /, which is proportional to 
actual fluorescence intensity (see page 34), being found in each case. These 
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values are plotted in l-ig. 32 according to an arbitrary vertical scale which 
makes the height of each curve approximately proportional to intensity 
of fluorescence for the corresponding concentration. It will be observed 
that these curves are similar in form, the maximum wave-length being 
approximately the same, about 0.595 *i. 

For purposes of comparison a series of measurements was made to 
determine the relative intensity of different concentrations at wave-length 
0.589 ti, keeping all conditions constant. Table 9 shows the results. In 
J''K- 33 the curve marked gives the actual observed fluorescence. The 
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"corrected" curve, C, has for ordinates the value of/ computed from the 
fonuula (page 34) and shows the relative intensity of actual fluorescence in 
different concentrations. 

The following method of obtaining the corrected fluorescence curves 
was used as a check upon the iirst, the fmal results being obtained by a 
graphical rather than a mathematical procedure. 

The apparatus was set up as before, except that the light exciting fluo- 
rescence, instead of striking the whole face of the glass, was allowed to 
strike only a vertical section i mm. in width. The side of the cell next to 
the exciting light S' was covered with a black paper screen having a vertical 
opening i mm. wide, through which light was admitted. This opening 
was set at different distances from the end of the cell and the fluorescence 
intensity was measured for three or four different positions. In order 
to make possible accurate measurements of the distance from the edge 
of the glass, a scale was etched 
upon the faceof thecelljustabove I5' 
the level of the collimator slit 

The effect of absorption upon 
the position of the maximum of 
the fluorescence spectrum is well 
shown in Pig. 34, in which the 10 
three curves were taken with the 
opening at different distances 
from the face of tiie cell. 

In order to correct for absorp- 
tion, curves similar to those s 
shown in Figs. 35 and 36 were 
plotted for each solution. These 
curves show the variation in the 
intensity of the fluorescent light 
with the thickness of the liquid 
through which the light passes. 
From the intercept of one of these 

— il. • ii. ■ 1 -1. ObKrvtd fluareKcncc praductd by liKht from 1 mm. 

CUrveSUpon they axis themtenSlty stcliodoasslngthrou.h different lhickn«ieio(solu- 

,„ "^ ■^,, J. lion. Thkknm o( D.-i mm.: of D.-I cm.: ot 

of fluorescence can be found when d, -1 cm. 

the thickness becomes zero. In 

such a case there is no absorption. The error of extrapolation was reduced 

to a minimum by taking one point very close to the edge of the glass. 

The corrected values of fluorescence intensity thus obtained were used 
in plotting the accompanying fluorescence curve in Fig. 36. The same 
procedure was followed in the case of each solution. 

The observations and results obtained by this graphical method are 
given in Table 10. The corrected fluorescence spectra obtained in this 
way are plotted together in Fig. 37. the vertical scale being such that 
values for wave-length 0.589 p are the same as the values for the corre- 
sponding concentration in Fig. 32. 

A comparison of the curves of l'"igs. 32 and 37 shows that the results 
obtained by the two methods are the same. The typical fluorescence 
curves are all similar in form and the position of maximum fluorescence 
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(about 0.595 m) remains constant for all dilutions. The shift in the observed 
fluoresence maximum is therefore due entirely to absorption. 

This fixed position of maximum fluorescence seems to be consistent 
with the theory of ionization. According to Buckingham, ions may have 
some of the same optical properties as other substances and fluorescence 
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Fig. 35- 

Variation in intensity of observed fluorescence 
from I mm. section transmitted through 
different thicknesses of solution. 



0.55/i. 0.60/1 

Fig. 36. 



0.65;U 



Fluorescence corrected for absorption by 
graphical method. Concentration * i. 



15 



10 



is one of these properties. If only the ions fluoresce the position of maxi- 
mum fluorescence would evidently remain constant whether the material 
of the solution were all ionized or not. 

This fixed position of maximum fluorescence is also consistent with the 
theory suggested in Chapter I,^ that fluo- 
rescence is caused by an unusual kind of 
dissociation similar to that produced in a gas 
by the action of Roentgen rays. That part 
of the solution which, during the process of 
change, produces fluorescence does not give 
evidence of any effect due to material not 
dissociated beyond that of absorption. 

SUMMARY. 

The results of the above investigation upon 
resorufin, as a typical fluorescent substance, 
taken in connection with the work of B. 
Walter and with the experiments described 
in Chapter I, seem to establish the truth of 
the following statements : 

1. Fluorescent solutions are optically 
perfect substances,/, e., they obey Lambert's 
law. 

2. Beer's law, i. c, that increase of concentration is equivalent ta 
increase in thickness, is true for dilute but not for concentrated solutions. 

3. A change in the concentration of a fluorescent solution has no effect 
upon the typical fluorescence spectrum. 

^Nichols and Merritt, Physical Review, xix. No. z, 1904; xxn, No. 5, 1906. 
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Fluorescence curves corrected for ab- 
sorption by graphical method. Ver- 
tical scale same as for Fig. 32. 
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Table io. 



Observed fluorescence of section i mm. wide from which light is transmitted through 
different thickness of solution. The column marked o thickness gives fluorescence 
intensity corrected for absorption by graphical method, i. e., by extrapolation 
from curves similar to those in Pig. 35. 
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CHAPTER III. 
THE LUMINESCENCE OF SIDOT BLENDE.i 

Among the substances whose luminescence is sufficiently bright for 
spectrophotometric study, Sidot blende or phosphorescent zinc sulphide 
seems especially well suited to bring out the relationships that doubtless 
exist between different types of luminescence ; for not only is this substance 
exdted to luminescence by all known exciting agents — ^light, Roentgen 
rays, radium rays, cathode rays, etc. — but the stimulating effect of heat 
and the property possessed by the red and infra-red rays of suppressing 
phosphorescence are exhibited in unusual degree. It is for this reason that 
we have chosen this substance for spectrophotometric study. 

The material used in these experiments was in the form of a screen, of 
the kind frequently used in exhibiting the properties of radium and for 
numerous experiments in which it is desirable to have a fluorescent sub- 
stance in convenient form. The experimental methods were similar to 



those described in Chapters I and II, a Lummer-Brodhun spectrophoto- 
meter, with an acetylene flame asacomparison source, being used tomeasure 
the intensity in different parts of the luminescence spectrum. In certain 
portions of the work special devices were required which will be described 
in their proper place. 

LUMINESCENCE EXCITED BY ROENTGEN RAYS. 

The screen was placed in front of the collimator slit of the spectrophoto- 
meter at a distance of only a few centimeters, while the Queen self-regulating 
tube used for excitation was about 20 cm. behind the screen. Roentgen 
rays of moderate "hardness" were used. No systematic experiments to 
determine the effect of varying hardness upon the form of the luminescence 
spectrum have yet been made, but a few preliminary tests indicate that 
the effect is not great. Corrections due to fluorescence excited in the 
glass of the spectrophotometer, which we had at first thought would be 
necessary, were found to be negligible. 

The upper curve in Fig. 38 shows the luminescence spectrum observed 
during excitation, while the lower curve shows the distribution of intensity 

■An xmnnt of (he aperimcnu dmribcd in lliit chapter wu ptcunuil to tbc Amcriciin Pliysicit Socictr 
MtbcPhiluldpliuimntint December jo,i<i04. Pbyiinl Revieir, xxl,p.>47; xxii. p. 179; xxill.p. 3;. 
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in the phosphorescence spectrum, observed 5 seconds after excitation had 
ceased. Owing to the weaknessof the phosphorescence excited by Roentgen 
rays, the latter curve was determined with some difficulty, the readings at 
the red end of the spectrum being especially uncertain. The indications 
of a second maximum in the phosphorescence spectrum at 0.62 fi or beyond 
are therefore not to be regarded as entirely trustworthy. 

PHOTO-LUMINESCENCE DURING EXCITATION. 

In the experiments upon photo-luminescence during excitation the carbon 
arc was first used as an exciting source. The arrangement of apparatus 
is shown in Fig. 39. The zinc sulphide screen was placed in a light-tight 
box B, and the exciting light from an arc A , after dispersion by the prism P, 
entered the box through an opening at the left. A second opening in B 
allowed the fluorescence light to enter the slit of the Lummer-Brodhun 
spectrophotometer Si. The comparison source was an acetylene flame F, 
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Luminescence spectrum of Sidot blende 
durinff excitation by the vic^et bands 
in the arc. 



whose rays were reflected into the comparison slit by the block of magne- 
sium carbonate, M. The second spectrophotometer 52 and the shutter C 
were used in later experiments on phosphorescence, but not in the experi- 
ments now^ considered. 

Luminescence was excited only by the rays at the violet end of the arc 
spectrum, and especially in the region of the violet bands. It is to be noted 
that on account of the absorption of the glass prism and lenses the spectrum 
extended only a short distance into the ultra-violet. 

Observations taken to determine the luminescence spectrum when the 
zinc sulphide screen was excited by the violet bands of the arc are plotted 
in Fig. 40. Owing to the impurity of the exciting spectrum a certain 
amount of blue and green light reached the screen even when the attempt 
was made to excite by violet only. Since this stray light was in part 
reflected into the slit of the spectrophotometer with the luminescence light 
of the same color, it was necessary to make a correction to remove the error 
due to this cause. The correction was determined by replacing the zinc 
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sulphide screen by a block of magnesium carbonate, whose surface was of 
approximately the same color and roughness as that of the fluorescent 
screen, and by measuring the light received from this block at different 
points throughout the spectrum. The results of such a series of measure- 
ments is shown in the lower broken line in the figiu-e. It will be noticed 
that the correction is inappreciable for the longer wave-lengths, but be- 
comes important in the violet. The upper broken line in Fig. 40 shows 
the intensity of the light reaching the spectrophotometer from the zinc 
sulphide screen, being the combined effect of luminescence and reflected 
light; and the heavy curve, obtained by subtracting the ordinates of the 
lower curve from those of the upper, shows the corrected luminescence 
spectrum during excitation. 

The curves in Fig. 40, like those shown in the previous chapters, are 
expressed in terms of the acetylene flame as a standard. In other words, 
each ordinate represents the ratio of the intensity of the luminescence light, 
of the particular wave-length considered, to the intensity of the light of the 
same wave-length from the acetylene flame; the curves are not energy 
curves.^ 

When the screen was excited by the arc as described above no trace 
of the violet luminescence, which had been so prominent with Roentgen - 
ray excitation, could be observed. It seemed not unlikely, however, that 
the absence of the violet band was due to the fact that the ultra-violet rays 
suitable for exciting it had been removed from the light from the arc by the 
glass prism and lenses of the dispersing system. We therefore rearranged 
the apparatus so as to use a quartz prism and quartz lenses, while a spark 
between metal terminals was substituted for the arc. Since the excitation 
in the region studied was solely by ultra-violet rays that were incapable 
of passing through glass, it was a simple matter to test for errors due an 
impure spectrum, or to any other source of stray light, by inserting a piece 
of glass in the path of the exciting rays. This test showed that stray light 
was in no case present in appreciable amount. 

This ultra-violet excitation developed strong fluorescence in the extreme 
violet, similar in color to that produced by Roentgen rays. But the green 
band that had been excited by the visible rays of the arc was relatively 
very weak. In spite of its faintness, however, the presence of the green 
band could be readily detected, for while the violet luminescence died out 
almost immediately when excitation ceased, the green persisted as a slowly 
decaying phosphorescence observable for several minutes. 

The similarity between the effects of ultra-violet light and those of 
Roentgen rays as exciting sources is worthy of note. In each case the chief 
luminescence is in the extreme violet, and is of short duration. But in 
each case also this is accompanied by luminescence in the green, which is 
relatively faint but of long duration. As is illustrated in numerous other 
cases, the Roentgen rays, when comparable at all with rays of light, are 
rather to be compared with ultra-violet light than with the rays of the 
visible spectrum. 

The agreement between the luminescence spectrum excited by Roentgen 
rays and that observed in the case of ultra-violet excitation is not exact. 

ipor a description of a method of reducing such curves giving the distribution of energy in fluorescence 
tpcctn tec Nicnols and Merritt, Physical Review, xxx, p. 328; also Chapter XII of this memoir. 

/ 
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We are of the opinion that the difference is due to the fact that the violet 
luminescence does not consist of one band only, but of at least two, which 
are excited by Roentgen rays and ultra-violet light in different relative 
intensity. The matterwill be made clear byreference to Fig. 41. Curve / 
shows the luminescence spectrum when ultra-violet rays from the iron spark 
were used for excitation. The rays used were those giving most intense 
luminescence, and did not lie much beyond the edge of the visible spectrum. 
The shape of this curve suggests that it is made up of two overlapping 
bands, one having a maximum not far from 0.48 p, while the other has its 
maximum near 0.42 ^. In curve // the exciting light was at the extreme 
ultra end of the iron spectrum, and in curve /// the magnesium lines near 
0-33 A were used in excitation. In these curvesalso there is every indication 
that the spectrum consists of at least two bands. 

Unfortunately we have not been able to separate the bands more 
completely. It is to be 
remembered that the re- 
solving power of a spec- 
I trophotometer is at the 

best small, and that in 
experiments of the kind 
here described the small 
intensity of the light 
studied prohibits the use 
of a narrow sht. Lumin- 
escence bands may some- 
times be separated by a 
properchoiceof the excit- 
ing light. In the case 
of Sidot blende the green 
band is very readily ob- 
n ^ o ^D o b*ii tained alone by using the 

" " carbon bands of the arc 



Fig. 41. 

iclnim ol Siilot blend 



, . , , , for exatation. But the 

llcd by the ullni- ■ , . i. j ■ ii. 

_ _ _ _ //). by the uiira- two violct bands in the 

^i^lc"™ rvr*^"" ""'" '"'" ""■ "" "' "" """"" luminescence of this sub- 
stance are so close to- 
gether that their regions of excitation appear to overlap throughout nearly 
their whole extent. The most that we were able to do was to show that 
ultra-violet rays of diflercnt wave-length produced different relative inten- 
sities in the two hands, as illustrated by curves / and /// of Fig 41. 

The broken line, curve / K of Fig. 41, shows the luminescence spectrum 
excited by Kncntgeti rays. This is the same curve that appears in Fig. 38, 
and is intrmUiced in l-'ig. 41 to facilitate the comparison of the effects of 
the ultra-violet light unci RDentgcn rays. It will be observed that each of 
the curves in I'ig. 41 might well result from the superposition of three bands, 
whose maxiuuilieupproxiuuilcty ato.43fi, 0.48/1 and 0.31^. In the Roent- 
gen-ray himinrNccnee the green band is relatively stronger than in the case 
of excitation by ultra-violet light, while the band at 0.48 ii appears to be 
entirely absent. In the hmiiiieNcencc produced by the magnesium spark 
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(curve ///) the green band, while still observable, is not so strong as in curve 
IV, while the band at 0.48/1 is readily detected. Curves / and // (iron 
spark) show scarcely any trace of the green band, but the bands at 0.48^1 and 
at 0.42/1 are well marked. 

FAILURE OP STOKES'S LAW. 

As already stated, the green band is most brilliantly excited by the 
violet, although rays from all parts of the ultra-violet spectrum are also 
capable of producing a considerable effect. We thus see that there is the 
same general relation between the position of the luminescence spectrum 
and that of the exciting light as in the case of fluorescence. In all the cases 
of fluorescence thus far studied we have found that the two spectral regions 
overlap. It therefore seemed interesting to see whether the same is true in 
the present case. 

To settle this point it was necessary to use in excitation a far purer 
spectrum than that employed in our other experiments with Sidot blende. 
The rather crude dispersing system shown in Fig. 39 was therefore replaced 
by a large spectrometer. A spectrum of the arc was thrown on the colli- 
mator slit by the aid of a prism and single lens, and after a second dis- 
persion in the spectrometer, Hght reached the phosphorescent screen as a 
sharply focused band. Using a shutter described below so as to observe 
the phosphorescence immediately after the exciting light was cut off, and 
making observations with the unaided eye instead of with the spectrophoto- 
meter, it was found that phosphorescence was unquestionably present for 
exciting light lying between 0.470 /i and 0.497 /i. Since the phosphores- 
cence spectrum can readily be followed beyond 0.46 /z there appears to 
be the same violation of Stokes's law in the phosphorescence of Sidot 
blende that we have previously found in the case of fluorescence. 

THE PHOSPHORESCENCE SPECTRUM DURING DECAY. 

Although the phosphorescence of Sidot blende can be detected in a dark 
room for several hours after excitation has ceased, it remains sufficiently 
bright for spectrophotometric measurement only for a few seconds. In 
order to determine the law of decay for different wave-lengths and especially 
to determine the change, if any, in the phosphorescence spectrum during 
decay, the following procedure was followed : 

A shutter, shown by the broken line C in Fig. 39, and sliding upon vertical 
guides, was attached to the box containing the phosphorescent screen. 
When this shutter was raised it permitted the exciting light to enter the 
box, as in the experiments just described, but at the same time closed the 
opening in front of the collimator slit. When the shutter was dropped it 
first cut off the exciting light and then, a moment later, opened the window 
in front of the collimator. The observer was in this way protected from 
the brilliant luminescence produced during excitation, but was enabled to 
observe the phosphorescence immediately after excitation had ceased. The 
comparison slit being set to some suitable reading, the observer recorded 
upon a chronograph the instant when the two parts of the spectrophoto- 
meter field appeared equally bright. By means of a suitable electric contact 
on the shutter a record was also made at the time when the exciting hght 
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was cut off. In this way the time required for the phosphorescent light 
to fall from its initial value to any given final value could be conveniently 
measured. 

The determination of the instant when the rapidly changing phospho- 
rescence became equal to the constant comparison light would at first 
appear to be a difficult observation, and one not capable of great accuracy. 
As a matter of fact these observations were fully as reliable as ordinary spec- 
trophotometric settings, and at these low intensities far less trying to the eye. 

The most serious difficulty encountered in these measurements arose 
from the unsteadiness of the exciting light. When constancy is essential 
the arc, even under the best of conditions, leaves much to be desired. 
After numerous unsuccessful attempts to obtain steady conditions we 
abandoned all special efforts to keep the excitation constant, and arranged 
to make observations only when the exciting light, either by adjustment 
or by accidental fluctuation, had reached a certain definite intensity. In 
order to accomplish this a second spectrophotometer (52 in Fig. 39) was 
used. Light from the luminescent screen was thrown into the collimator 
by means of a mirror as shown in the figiu-e. The comparison light came 
from the acetylene flame F after reflection from a mirror and a block of 
magnesium carbonate not shown in the figure. One observer at the eye- 
piece of 52 waited until the intensity of fluorescence reached such a value as 
to give equality of the two fields, and then, with suitable warning, dropped 
the shutter C. The second observ^er at S\ then made a chronograph record 
as before described. Numerous determinations, often twenty or more, were 
made in this way for each point of the curves described below. 

Tablb II. 

The observed time, in seconds, during which the phosphorescence fell from 
its initial intensity to the intensity at the top of the column. 

Wave-length. 
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A preliminary set of measurements in which the duration of excitation 
was varied from 3 seconds to 30 seconds showed no variation in the time 
of decay. We conclude that the full effect of the exciting light is produced 
in less than 3 seconds.^ In the subsequent experiments the duration of 
excitation was never less than 5 seconds. 

The results of one set of determinations made in this way are given in 
Table 1 1 and are plotted in Fig. 42. In curve / the width of the comparison 

iLater experiments (see Chapter IV) show that the long-time phosphorescence of Sidot Ucnde h Tcry 
noticeably influenced by a change in the duration of excitation. 



THE LUHtNBSCSNCB OF SIDOT BLENDE. 47 

slit was kept at loo divisions of its micrometer screw, and tlie time required 
for the phosphorescence of any given wave-length to fall from its initial 
value to this intensity was determined as described above. The curve 
is obtained by plotting wave-lengths as abscissas and times as ordinates. 
In curve // the width of the comparison slit was 60 divisions ; in cm-ve ///, 
30 divisions; and in curve JV, lodivisions. Observations made at 5 divi- 
dons are not included on the plot. Points lying on the horizontal axis in 
Fig. 43 were located by determining by trial the wave-length for which 
there was a balance in the spectrophotometer the instant after dropping the 
shutter. These points are probably somewhat less reliable than the others. 
The significance of these results is better shown by plotting them in a 
different way. In Fig. 43 wave-lengths are plotted as abscissas as before, 
but intensities, instead of times, are plotted as ordinates. Each curve in 
this figure shows the distribution of intensity in the phosphorescence spec- 
trum at some definite time after the removal of the exciting light 



No curves have been plotted for intervals of more than 1.75 seconds 
after excitation had ceased, since our data furnished so few points for the 
later curves that their form would be largely a matter of conjecture.' As 
already stated, however, a curve of the type shown in Fig. 42 was deter- 
mined for an intensity of 5 divisions. The maximum ordinate of this 
curve was lo.i seconds and occurred at 0,506 n; i. e., at the same wave- 
length as in the case of the curves shown in 42. Comparison with Fig. 40 
shows that the maximum of the luminescence spectrum during excitation 
also occurs at this wave-length. In the case of the green band of Sidot 
blende we conclude therefore that the maximum of the fluorescence spectrum 
occurs at the same wave-length as that of the phosphorescence spectrum, 

'In ■ ititt of ot»erviition> ot Ihe kind rtcwilrd in Fin. <i the numtKr at polnti that tould br lontnl wm 
UbIihI both 1^ the difficulty a( nulDlalnlni cooilant csndilioDi durinf the thr« or lour houn o[ otxerva- 
tioB. and bjr the enduranct ol the obaenrn'i ey*. 



48 STUDIES IN LUMINESCENCE. 

and that no change that could be detected by our apparatus occurs in the 
position of this maximum for lo seconds after excitation has ceased,' 

Fig. 43 also shows that if any change occurs in the form of the phospho- 
rescence spectrum during decay, this change is extremely small. In other 
words, the different wave-lengths 
of the phosphorescence spectrum 
decay at the same rate. Table 12 
will show to what extent this con- 
clusion is justified by the data. 
Each column of this table refers to 
the wave-length stated at the top, 
and in it are tabulated the intensi- 
tiesfor this wave-length at different 
intervals aftertheend of excitation, 
these intensities being expressed in 
terms of the intensity at the end of 
1.75 seconds as unity. If the phos- 
phorescence spectrum remains ab- 
solutely unaltered during decay, 
all the numbers in this table that 
lie in a given horizontal line should 
be equal. 
The numbers in Table 12 corre- 
Ato .500 .MO .iao/i sponding to 0.0 second are uncer- 

'''K- *^- tain ; first, because the observations 

''''HmftfSf.^tt«^K^vaittfh2«SgIiiVi.''"" by which the initial phosphores- 
cence was determined were them- 
selves especially uncertain; and second, because the steepness of the curve 
(Fig. 43) in the neighborhood of 0.48 ii and 0.54 fi would cause a slight 
change in the manner of plotting to produce a large change in the ordinates 
at these wave-lengths. If the ratios tabulated for 0.0 second are left out 
of consideration, the agreement between the remaining ratios, at 0.5 second 



"■75* 



and I. o second, is as close as could be expected. We conclude that, although 
there is some indication of more rapid decay at the ultra edge of the phos- 
phorescence spectrum, the probability is that all parts of the spectrum decay 
at the same rate, and that the form of the phosphorescence spectrum 
remains unchanged. 



■Studies of the phOAthoreKCDCc ipectrum of Sidot blendr by m photocraphic mMhod. which Bade It 
IMMtibli to determine the poution of (IK muimuin st vuious tunea up to 90 wcDBdi ■tia etdubon had 
:emKd wid which codGtu thia conduiioa ud extend it. will be described in Chapter VIII. 
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While the result obtained in this one case is not sufficient to establish a 
general law, we are nevertheless of the opinion that the behavior of Sidot 
blende is t3rp]cal, and that in no case of phosphorescence is there any change 
in the form of a band dtuing decadence. In complex cases of phosphores- 
cence we do not imply by this that the phosphorescence spectrum as a whole 
remains unchanged in form, but rather that the distribution of intensity 
in each band is tmaltered. If the phosphorescence consists of several 
bands, it is to be expected that the diJfferent bands will decay at different 
rates. In fact Sidot blende itself furnishes an extreme illustration of this, 
for the violet bands die out in one or two tenths of a second, while the green 
band persists for hours. 

Numerous cases in which the color of a phosphorescent substance seems 
to change as the phosphorescence dies out at first appear to contradict 
this view. We think, however, that all cases of this kind may be shown 
to belong to one of the two following classes : 

1. Cases of real color change; for example, anisic acid at low tempera- 
tures, where the phosphorescence changes from blue to greenish yellow.^ 
Such cases are probably due to the presence in the luminescence spectrum 
of several phosphorescence bands, which decay at different rates. In the 
case of anisic acid the results would be explained by the presence of a 
brilliant but rapidly decaying band in the blue, and a persistent band of 
smaller initial intensity in the yellow. 

2. Cases where the apparent change in color is due to the fact that the 
color sense in the eye is either weak or entirely absent at low intensities. 
At very low intensities all colors appear to the eye as gray. However 
brilUant may be the color of the phosphorescence light initially, it loses this 
color and changes to a gray or faint white as it becomes fainter. But 
such a change as this is in the retina, and does not indicate any change 
in the phosphorescence spectrum. 

It is interesting to note that attention was called to both of these causes 
of change of color during decay by the elder Becquerel.^ 

The data of Table 1 1 might also be used to study the law of decay of 
phosphorescence, i, e., the relation between intensity and time. More 
reliable results are obtained, however, by studying one wave-length at a 
time, since the data necessary for plotting a decay curve may in this case 
be obtained more quickly and are, therefore, less liable to error due to 
fluctuating conditions. Measurements of phosphorescence spectra during 
decadence, in the case of other substances, are described in Chapters IV 
and VII. 



iNichcds and Merritt. Physical Review, i8, p. 355, 1904. 

>Kd. Becquerel. Comptes Rendus. 49, p. 27, 1859: Ann.de Cbimie et de Physique, •cries 4. 6i. p. ao.i86i. 



CHAPTER IV. 

THE DECAY OF PHOSPHORESCENCE IN SIDOT BLENDE AND 

CERTAIN OTHER SUBSTANCES.' 

The decay of phosphorescence was first studied by E. Becquerel.^ In 
the case of short-duration phosphorescence the phosphoroscope was used 
for this purpose and the intensity of phosphorescence was measiu*ed for 
different speeds of the rotating disk. Becquerel regarded it as probable 
that the law of decay was of the form 

/ = /oe-' (i) 

and found that the observations were in fact fairly well represented by 
an exponential expression. In discussing these observations, however, 
Becquerel tacitly assumed that no appreciable time was required for the 
exciting rays to produce their full effect. Later investigations have shown 
that this assumption is not justified. Since a change in the speed of the 
phosphoroscope altered not only the time that elapsed between excitation 
and observation, but also the duration of exposure, it is probable, therefore, 
that the initial excitation was less at high speeds. Attention was directed 
to this point by E. Wiedemann and later by H. Becquerel, who states that 
a recomputation of the data shows a less satisfactory agreement with the 
exponential law than at first appeared. 

For the long-time phosphorescence of the phosphorescent sulphides E. 
Becquerel proposed an empirical expression of the form 

r{c+t)^ch^ (2) 

For each of the seven substances tested this expression was found to show 
a fairly good agreement with the experimental results throughout a con- 
siderable range. In one case, namely, that of a calcium sulphide prepara- 
tion giving an orange-red phosphorescence, the expression represented 
the observations with considerable accuracy throughout the whole range, 
the value of m being 0.5. But in most cases it was not possible to find 
values of m and c which would make the formula fit the experimental data 
for the whole time of decay. The values of m that suited the observations 
best lay between 0.5, for the calcium sulphide just mentioned, and 0.806 
for another calcium sulphide having an orange-yellow phosphorescence. 

The same empirical formula has since been very generally used, among 
others by Darwin' in 1881, and Ch. Henry^ in 1892. The former worked 
with Balmain's paint and found the best value for m to be 0.86. It can 
not be said, however, that the experimental results were represented very 
accurately by the formula. The substance used by Henry was Sidot blende, 

'An account of the work described in this chapter was presented to the American Physical Society at the 
meeting held on Oct. 28, 1905. Physical Review, xxn, p. 279. 

'Becquerel. "La Lumiere." See also Comptes Rendus, 51. p. 921, i860, and Annates de Chimie et de 
Physique, series 4. 62, p. 5. 

'Philosophical Magazine. 11. p. 209, 1881. 

*Coniptes Rendus, 115. p. 505, 1892. 
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several different samples of which were tested. Henry states that in the 
case of one specimen the results were represented by an exponential law 
(eq. i) for 14 seconds, while other preparations obeyed the law 

^0.5936(^+27.18) = 1647.5 (3) 

Henry appears to have been convinced of the correctness of the latter law 
and proposed a new type of photometer which made use of the gradually 
decaying phosphorescence of Sidot blende in the measiu*ement of faint 
sources of light.^ While the fact that the constant in eq. (3) is given to 
five significant figures indicates an accuracy that is unusual in photometric 
measurements, the lack of experimental data in the paper referred to 
makes it difficult to form an independent opinion of the significance of the 
conclusions. 

The decay of phosphorescence was considered from the theoretical stand- 
point by H. BecquereP in 1891. Upon the assumption that the light 
emitted during phosphorescence was due to molecular vibrations set up 
by the action of the exciting light and afterwards gradually dying out, it 
was shown that the law of decay would be determined by the nature of the 
damping forces. If the vibrations meet with an opposing force propor- 
tioned to the speed it was shown that an exponential law of decay wotdd 
result ; while if the resistance is proportional to the square of the speed the 
law of decay would take the form 

It will be noticed that the empirical law proposed by E. Becquerel reduces 
to (4) in case ^ = 0.5. 

In the case of a substance whose phosphorescence spectrum contains 
several bands Becquerel proposed the expression 

in which there is one term in the summation for each band. Upon testing 
this law with the data obtained by E. Becquerel for a calcium sulphide 
giving blue phosphorescence it was found that the results could be expressed 
by the use of two terms in the above series with great accuracy. The 
existence in the spectrum of this substance of two bands possessing inde- 
pendent properties could be demonstrated in various ways. 

In the derivation of the law proposed by H. Becquerel the assumption 
is that the vibrations set up by the action of the exciting light continue 
during several minutes or even hours. This would imply either that the 
vibrating atoms or molecules exist during this time without collisions with 
other molecules, or else that such coUisions are without effect upon the 
vibrations. Neither of the suppositions seems to us tenable. But the 
law nevertheless appears to be of very general application. We shall 
show later that the same law may be derived from entirely different theo- 
retical considerations. (See Chapter XV.) 

^Comptes Rendus, 115, p. 602. 
*Comptes Rendus, 113, p. 618. 1891. 
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In all of the experiments upon the decay of phosphorescence with which 
we are familiar it is the total light that has been measured; so far as we 
are aware no attempt has been made to determine the law of decay for 
different portions of the phosphorescence spectrum. This fact complicates 
the problem greatly, for in most cases of phosphorescence the spectrum 
consists of two or more bands, which, in general, decay at different rates. 
It can hardly be expected, therefore, that measurements of the total light 
will be found to obey a simple law. The diiSiculties resulting from the 
complexity of the luminescence spectrum were recognized by E. Becquerel 
and were several times mentioned in the course of his classic researches. 
In discussing his experiments on decay he suggested an expression of the 
form 

/ = ^e— '+Be-^'+ ... (6) 

for the intensity of the total phosphorescence, with one term for each 
band in the spectrum. But the difficulties of computation were such as to 
lead him to abandon this expression and to employ instead the empirical 
expression of eq. (2). Recognition of the fact that each band has its own 
rate of decay is also implied in the law proposed by H. Becquerel (eq. 4). 

While it is possible to test the correctness of an expression of the form of 
(4) or (6) by comparison with measiu*ements of total intensity, such a test is 
difficult, and can not be altogether satisfactory; for with an expression 
containing several terms the number of constants is so great that the law 
may be made to fit almost any data. It is clear that a much more severe 
test of any given law of decay may be obtained from experiments with a 
substance having only one band in its phosphorescence spectrum. The 
Sidot blende screen used by us in earlier experiments was found to have 
three bands in its luminescence spectrum. But since the two violet bands 
do not appreciably overlap the green band the spectrophotometer enables 
the behavior of the latter band alone to be conveniently studied. The 
matter is still f luther simplified by using the violet rays of the arc in excita- 
tion, since these rays, while they produce a brilliant green luminescence, are 
incapable of exciting either one of the violet bands.* In view of the bril- 
liancy of the green band, its long duration, and the ease with which it maybe 
isolated, this band seems well adapted to the study of the decay of phos- 
phorescence. 

EARLY STAGES IN THE DECAY OF PHOSPHORESCENCE IN SIDOT BLENDE. 

Our previous experiments on Sidot blende have shown that in the case 
of the green band the phosphorescence spectrum shows no measiu*able 
change in form during the first 10 seconds of decay. In other words, the 
rate of decay is the same for all wave-lengths. To fix the behavior of the 
whole band it would be sufficient, therefore, to determine the law for a 
single wave-length. We have, however, made measiu*ements at three 
different wave-lengths, namely, at 0.483 /x, 0.512 /x, and 0.547 M- The first 
of these wave-lengths lies near the ultra edge of the band; the second is not 
far from the maximum; and the third is near the red edge. 

'See Chapter III of this meinoir. 
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The methods of measurement were the same as those described in Chap- 
ter III. The experimental data obtained are contained in Tables 13, 14, 15. 
In each case it is the average of from ten to twenty observations that 
is recorded. 

In the set of observations contained in Table 13 the curves for 0.547 /n, 
0.483 /i, and 0.512 /i were determined during the forenoon in the order just 
stated. The data for 0.5 1 2 /x with weaker excitation were observed during 
the afternoon of the same day. The observations recorded in Table 14 
were taken in a different manner, the measurements at a given intensity 
being made for each of the three wave-lengths in succession. The obser- 
vations of December 13 (Table 15) were made in a similar manner. The 
first three curves of Table 13 are plotted in Fig. 44, while the second and 
fourth curves of this table are shown in Fig. 45. 

Table 13. [Nov. 25.] 

Time in seconds required for the phosphorescence to fall from its initial intensity to 
the intensity /. The computed values of / are derived by substitution in the 
following equations: 



For X=o.483/n 

X = 0.5I2/n 

X = o.547M 

X=o.5i2/n (weaker excitation) 



i/l 
i/l 

i/l 
i/I 



/ =0. 102 + 0.059/ 
/ =0.074-1-0.045/ 
/ =0.096 + 0.055/ 
/ =a.o92 + o.052/ 
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•483M 


X=o 


512m 


X=o 


547M 


X>0.5I3m 

Weaker excitation. 
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i /sec. 


/sec. 


/sec. 
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/sec. 


/ sec. 


/ sec. 


/sec. 
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/sec. 
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1 
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Comp. 


Obs. 
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0.83 
1.38 
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0.58 ' 
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0.41 


0.44 


0.56 




0.58 


0.72 


0.69 
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0.99 


0.92 


1.84 


1.83 1 


1 . 10 


1.09 


1.24 


1.23 


21 


1.88 


1.98 


3 25 


323 


2.07 


2.23 


2.42 


2.45 


II 


3.16 


3 39 


4 95 


5. 10 


3.«7 


3 74 


4.03 


4.04 


6 


; 6.55 

1 


5 23 


7 42 


7- 50 


5.82 


571 


6.22 


6.92 



Table 14. [Dec. 10.] 

Time in seconds required for the phosphorescence to fall to the intensity /. The 
computed values of / are derived by substitution in the following equations: 

ForX = o.5i2/n 1/^^=0.078+0.034/ X = o. 547/1 1/^/7=0.104+0.042/ 



81.4 

61 .4 

31.4 
11.4 


X = 0. 


483M 


X-o 


512/* 

/ sec. 
Computed. 

0.98 
1.49 
3.02 
6.46 


X»o. 

/sec. 
Observed. 



0.30 

0.55 
1.83 

4.62 


547m 


/sec. 
Observed. 

0.60 

0.77 
2.40 

413 


/sec. 
Computed. 


/sec. 
Observed. 

I .06 

1-35 
2.98 

6.47 


/sec. 
Computed. 


0.22 
0.62 
1.84 
4.58 
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Tabls ij. (Dec 13.) 
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a 76 
J 80 
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1.40 
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The data of the preceding tables have been used to test the applicability 
of each of the several proposed laws of decay to the case of a single band. 
It was found that the results can be closely represented by an expression 
of the form given in eq. (4). To determine the constants a and b of this 
equation a convenient graphical method was employed, in which the values 
oi 1 1 V/ were plottedas ordinates and times as abcisss. Since eq. (4) may 
be written in the form 



V7 



a-t-fti 



the points located in this manner should lie on a straight line. A straight 
line having been drawn as nearly as possible through all the points, the 
slant of this line and its y intercept at once gave the values of b and a respec- 
tively. The values of a and b determined in this way are given in each of 
the tables, and the values of / computed from the above equation are 
tabulated for comparison with the times observed. 



Id C ifaDO Ihe dror >D 
wnct Bt Sidot blende 

3p«tivtiy, Thecurre* 



In Figs. 44 and 45 the values of / ' have been plotted as described 
above. It will be noticed that in each case the points lie very nearly up<m 
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a straight line, and that there is nothing to indicate any systematic vari- 
ation from linearity. In the case of one curve, namely, that for 0.483 /x 
in Table 14, the points located in this way did not lie even approximately 
on a straight line. This curve, therefore, does not have the form corre- 
sponding to eq. (4). But in the case of the other curves, including one 
taken at this same wave-length (Table 13), the agreement between the 
observed and computed values of t is satisfactory, the differences being 
only such as might well result from accidental errors. It seems probable, 
therefore, that the observations at 0.483 /x in Table 14 were subject to some 
unusual source of error. 

In Fig. 44 it will be noticed that one point of the line A' (indicated by a 
question mark) falls below the line, i. e., the observed time of decay was 
considerably greater than that computed from an assumed linear relation 
between /"* and /. Discrepancies of the same kind will be found for the 
smallest values of / in the first curve of Table 13 and for the first and last 
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Fig. 45. 

Curves A and B show the decay of phos- 
phoresceiice at 0.513 m '<>•' two dif> 
lerent intensities of the exctttng light. 
In the curves A' and Bf l-^ it plotted 
instead of the intensity /. 
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curves of Table 15. No such discrepancies are present in any of the four 
curves taken at 0.512 /z — i, e., near the maximum of the phosphorescence 
spectrum. If these cases of disagreement between the observed and com- 
puted values of / are not due to accidental errors, they show the beginning 
of a systematic variation which will be dealt with at length in a later 
paragraph. 

The theory discussed in Chapter XV leads us to expect that under ideally 
simple conditions the decay of phosphorescence should be in accordance 
with the equation 



V/ 



where 



a = 



no 



ylka 



^=\'l 



It is to be remembered that if / refers to the intensity at some particular 
part of the phosphorescence spectrum, k must be regarded as a function 
of the wave-length. 

The fact that the experiments indicate a linear relation between the time 
and /"^ has already been pointed out, and reference to the tables on pages 
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54 and 55 shows that the differences between the computed and observed 
values of /, which are usually small, are entirely unsystematic. It is 
possible to test the law still further by considering the values of the con- 
stants a and 6. Except in the case of the last curve of Table 13, the data 
refer to curves of decay for different wave-lengths, but with the same 
excitation. a and no are therefore constant, while k depends upon the 
wave-length. It will be noticed that 



- = '_ 1- = — 
b no^Jka'\a ^^ 



This quotient should therefore be a constant for all curves taken with the 
same excitation and under similar experimental conditions. The values 
of the ratio a/h for the three curves of Table 15 show considerable vari- 
ation from equaUty, being i .5, 2.0, and i .7. The values of the ratio for the 
first three curves of Table 13 are 1.73, 1.75, and 1.65. In view of the 
difficulty of maintaining constant conditions in the experiments on phos- 
phorescence the agreement between these three values is highly satisfactory. 
As already stated, the observations at 0.483 /i in Table 14, probably on 
account of some experimental error, can not be represented by the expres- 
sion here considered, so that the value of a/h for this curve can not be deter- 
mined. But for the curves taken at 0.512 /i and 0.547 /i (Table 14) the 
quotient ah has the values 2.32 and 2.43, respectively. Here, too, the 
agreement is all that could be expected.* Oiu* results therefore afford 
strong confirmation not only of the conclusion that all parts of the green 
band decay at the same rate, but also of the general theory of phosphor- 
escence that we have used in deriving the law of decay. 

The data permit still another test of the general theory, the result of 
which is less satisfactory. It will be remembered that in the case of the 
foiulh ciu^-e of Table 13 the exciting light was less intense than that used 
with the other curve for 0.512 /z. The observations for the foiuth curve 
were made on the same day as those for the second curve, and although the 
former were made in the afternoon and the latter in the forenoon, every 
attempt was made to keep the comparison source the same in the two cases 
and to have all the other experimental conditions as nearly as possible 
constant. If we compare the two curves for 0.512/1 in Table 13, we see 
that a and k have the same value for both, while tin is different. It would 
seem reasonable, however, to regard the constant h as independent of no. 
This constant should therefore have the same value for both curves ; in other 
words, the straight lines obtained by plotting /~* should be parallel. As a 
matter of fact the values of b determined for the two curves are 0.045, for 
the second curve lA Table 13, and 0.052 for the fourth. The fact that the 
two values are unequal is j^hown in Fig. 45 by the lack of parallelism of the 
two lines A^ and fi\ 

Both the theory of Becquerel and the simple theory first discussed in 
Chapter XV fail to explain \\i\% result ; which, however, is in accord with the 
modified theory of Wiedematiti and Schmidt discussed in the latter part of 
Chapter XV. 

•There b no reaicm why Cbr v«il«Nr a/h im *fiiMe m nHmM >>e the same as those for Table 14 or 15. since 
the observations were iwhAm s^vtriil wtsifkit mimfi, Hfid with no attempt to keep the intensity of the com- 
parison source the same in the diff«ftlM tmmt. 
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THE STUDY OF PHOSPHORESCENCE IN SIDOT BLENDE AND CERTAIN OTHER 
SUBSTANCES DURING THE WHOLE PERIOD OF DECAY. 

In the experiments just described the phosphorescence of Sidot blende 
was followed by the spectrophotometer for about lo seconds after the 
cessation of excitation. At the end of this period the intensity of phos- 
phorescence had fallen to about 4 per cent of its original value. Although 
it was possible to see the phosphorescent light in the spectrophotometer 
for a much longer period than this, the extreme faintness of the field made 
accurate measurements out of the question. In attempting to determine 
the law of decay throughout a wider range we have therefore been com- 
pelled to abandon the use of the spectrophotometer and to measure the 
total light. 

Measurements of the total intensity do not, in general, afford a satis- 
factory means of determining the law of decay of phosphorescence, since, as 
has already been pointed out, the phosphorescence spectrum usually con- 
tains two or more bands, which decay at different rates. We have already 
referred to the diiSiculties that are met with in interpreting the results of 
such measurements. In the case of Sidot blende the conditions are, how- 
ever, relatively simple, for the phosphorescence of the green band is so much 
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more prominent, both in duration and in intensity, than that of the violet 
bands that the presence of these does not appreciably affect the total 
intensity. Measurements of the total phosphorescence of Sidot blende are 
therefore practically measurements of the intensity of the green band only. 
If all parts of this band decay at the same rate, measiu*ements of total in- 
tensity will give the same results as measurements taken at some particular 
portion of the band. Our earlier observations have shown that all parts of 
the green band of Sidot blende do decay at the same rate for at least 10 seconds. 
It seems not unlikely, therefore, that this equality of rates will be maintained. 
Although the present section deals chiefly with the phosphorescence of 
Sidot blende, the results obtained in the study of several other substances 
are also included. 

EXPERIMENTAL METHOD. 

The apparatus used is shown in Fig. 46. The white screen was removed 
from a Lummer-Brodhun photometer and the Sidot blende screen, s, was 
put in its place, the active surface of the screen being toward the left. The 
screen was usually excited by a Lummer mercury lamp, L, of the "end on" 
form. In some instances the carbon arc, and in other cases the spectrum 
of the carbon arc, was used for excitation. The exciting light coidd be cut 
off by means of a shutter, 5, which at the same time made a record on a 
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chronograph. When the mercury lamp was used in excitation a piece of 
blue glass, B, was placed between the lamp and the screen, so that only the 
violet lines in the spectrum were used. 

The right-hand side of the screen was of white paper and could be 
illuminated by means of the acetylene lamp A, Two pieces of green 
glass, G, served to produce a sufficient color match. The acetylene flame 
A was in a metal box, and the Ught used emerged from a small opening 
immediately in front of the central part of the flame. Small changes in 
pressure were therefore without effect upon the intensity of this comparison 
source. 
The procedure in taking observations was as follows: 
One observer, with his eyes suitably protected from stray light, watched 
the decay of the phosphorescence after the shutter had been closed, and 
recorded by means of a key the instant at which the phosphorescent light 
and the comparison field were equal. The second observer then shifted 
the position of the comparison flame ^ to a slightly greater distance from 
the photometer, and the time when equality was again reached was recorded 
as before. In this way it was often possible to get as many as 15 points 
on the curve of decay, although a smaller number than this was more 
usual. 

EXPERIMENTS WITH SIDOT BLENDE. 

In preliminary experiments the light from the carbon arc was used in 
excitation. It was thought that simpler conditions would be obtained 
if exciting Ught having only a small range of wave-lengths was used, and a 
s|)ectrum of the arc was therefore formed, the violet end of which was used 
for excitation. The gain in the intensity of phosphorescence which re- 
sulted from cutting off the red and infra-red rays was very noticeable. 

In our previous experiments with Sidot blende it was found that the 
decay of phosphorescence during the first 7 seconds was in accordance 
with the law 

T 
/ = 



so that upon plotting the curves with T and I~^ as coordinates a straight 
line was obtained. Since the distance between the photometer screen 
and the acetylene flame is proportional to /"*, it was convenient to plot 
the results of the present experiments in the same way. 

The general character of the decay curves when plotted in this manner 
is exhibited by the curves of Fig. 47. The violet end of the carbon arc 
spectrum was used in excitation, and the duration of excitation was varied 
as indicated. 

Inspection of Fig. 47 shows that while each curve starts as a line which 
is nearly straight in the neighborhood of the origin, it soon begins to bend 
over and ultimately changes into a second straight line having a different 
slant. This behavior is especially noticeable in the case of long exposures. 

If phosphorescence is due to the recombination of ions that have been 
separated by the action of the exciting light, as assumed in the theory of 
Wiedemann and Schmidt, it appears that the coefficient of recombination 
does not remain constant during the whole period of decay. During the 
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first 6 or 7 seconds this coefficient is practically constant, as was shown by 
the results of our previous experiments. A change then begins which con- 
tinues for about 20 or 30 seconds, after which the curves indicate a new 
coefficient, smaller than before. This new coefficient, as is shown by the 
constant slant of the curves of Fig. 47, remains constant during the rest of 
the period of decay, or at least until the phosphorescence has become too 
faint to measure. Whatever theoretical interpretation of the curves is 
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adopted it is clear that the decay of phosphorescence invtrfves two distinct 
processes which merge into one another. In each of these the decay obeys 
the simple law already referred to, but the rate at which the phosphorescence 
dies out is greater in the first process than in the second. 

It will be observed that the slant of the curve, for each of the two pro- 
cesses, is a function of the duration of excitation. 




In Fig. 48 is shown a series of curves taken under the same conditions as 
those of Fig. 47, except that the mercury arc was used in exdtatitHi instead 
of the violet end of the ordinary arc spectrum. One is immediately struck 
by the difference between the two sets of curves. In Fig. 48 there is a 
strong tendency toward parallelism in the parts of curves correspondiag 
to the second process. In Fig. 47 no such tendency is observable. 
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We were at firat nnJiiKd to ascribe this difference to the fact that differait 
kinds irf e«inti" g lays had been used in the two cascsi but the two sets of 
curves differ in ancrther reelect, namely, in the ofder in which the curves 
were taken. In the first case the corves trf short excitation were takxn 
first, while in the latter case the curves conesponding to long exdtaticns 
were the first observed. It appeared pasable that the difference in the 
form of the curves was due to this difference in sequence rather than to the 
difference in exciting li^t. 

To test this matter the observati(»is plotted in Fig. 49 were made. It 
will be noticed that the dotted cur\'es are dmilar to those in Fig. 48, while 
the full curv-es are gmilar to those of Fig. 47. The mercur>' arc was used 
in excitation in all cases. But cur>-es taken after the screen had been sub- 
jected to the long excitations corresponding to cur\'es C and D differ widely 
from the curves taken with approximately the same exdtaticm pre\ious 
to C and D. A comparison of cur\-es A and E illustrates this point, the 
the duration of exposure being exactly the same in each of these two cases. 
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These results indicate that some change is produced in the phosphorescent 
material by the action of the exciting light, and that this changed condition 
persists for a considerable period after all visible phosphorescence has 
ceased. In other w<H'ds, the effect of a given excitation in producing phos- 
phorescence depends upon the previous history of ttie phosphorescent 



If the screen is allowed to rest in the dark for a number of hours this 
semi- permanent effect of exposure in part dies out. But rest alone does 
not restore the screen completely, even if continued for several days. The 
effect of rest was also found to be somewhat uncertain, being mudi greater 
on some occasions than on others. 

Several methods of restoring the screen to a standard condition were 
tried. Heating the screen to the temperature of boiling water for sevenl 
minutes and then cooling it again to the temperature of the room seemed 
effective. But this method required considerable time and has not been 
thoroughly tested. Cooling the screen to the temperature of liquid air and 
afterwards wanning it gradually to the ori^nal temperature seemed to be 
without effect. 



62 STUDIES IN LUMINESCSNCE. 

The well-known effect of the red and infra-red rajrs in suppressing the 
long-time phosphorescence of various substances led us to think that these 
rays might also prove effective as a means of restoring the screen to a 
standard condition. This conjecture proved to be correct, and exposure 
to the red and infra-red rays of a 50 c.p. lamp at a distance of about 20 cm. 
was found to be both convenient and satisfactory, A piece of ruby glass 
placed in front of the lamp served to remove the more refrangible rays. 
An exposure of a few seconds to the rays that passed through the ruby glass 
was suffident to bring the screen into what seemed to be a definite standard 
condition. A longer exposure was, however, ordinarily used. 

The changes produced by excitation and the effect of the red and infra- 
red rays are illustrated by the curves shown in Fig. 50. Curve A shows 
the behavior of the screen when exposed for 10 seconds after resting in the 
dark for 24 hours. Curve S is that corresponding to an exposure of 2 
minutes; curve C was taken with an exposure of 10 seconds immediately 
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after curve B; and curve D, also with an expostu'e of lo seconds, was taken 
after the screen had been exposed to the red and infra -red rays for 4minutes.* 
In some respects the behavior of the screen is analogous to the magnetic 
behavior of iron. When iron is magnetized a certain residual magnetizatton 
remains after the removal of the magnetizing force, and the effect produced 
by a subsequent magnetizing force depends upon the magnetic history of 
the specimen. Similarly some change is produced in Sidot blende by excita- 
tion which does not immediately disappear upon the removal of the excit- 
ing light, and which modifies the effect produced by subsequent excitation. 
The analogy is rendered more striking if this property of Sidot blende is 
exhibited in a different manner, as in Fig. 51. In the curve plotted in this 
figure the abscissa of each point shows the duration of excitation, while 
the ordinate gives the corresponding intensity of phosphorescence after 30 
seconds decay. The resemblance of the curve to a hystereds loop for iron 
is striking. 

'Eipnimenu duling wiih tbe eSrci o( tbc inlrB-red laji during uid afttt oduilon will b* (oood ia 
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It seems possble that the actioft oi these ravs in fi«stro\~ing the resadaad 
effect in the [rfiG^diorcscmt substance is similar to the effect of pirring or 
taf^xng in destroying the residual magnetisTn <^ a bar of iron. Ignoraan 
erf the existence of h>-steTesis would e\-idently lead to cunfusing results in 
the case of eitlier of these two classes ttf phenomena. Our delay in reco^ 
nizing the effect of prexnous history' has in tact made it nevessar>~ for ns to 
discard all cA our earher obser\~ations. 
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Durationofeicitation 
In our later work the screen wa.s exposed to the red and infra-red ra>'S 
as described for one minute before each exposure. With this precaution 
to avoid the effects of hysteresis the cur\-es shown in Fig. 5; \Tere taken 
to determine the effect of varying times of exposure. 
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Since our previous experiments have shown that the curves are accurately 
straight in the neighborhood of i'^o, it is possible to determine the initial 
intensity of pbospboresceiice by prolonging the curves in each case until 
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they strike the vertical axis. From the intercept thus determined, which 
is equal to Io~^, the initial intensity can be computed. From the results 
obtained in this way from the data shown in Fig. 52, curve A in Figs. 53 
and 54 has been plotted. In these, two figures I has been plotted instead 
of /-*. 

It will be noticed that the intensity of phosphorescence at first increases 
rapidly with increased dtu-ation of exposiue, but that after an exposure 
of 2 or 3 minutes is reached there is little further change. The phospho- 



; may be said to be saturated so far as the effect of dtu^tion of 
excitation is concerned. Not only is the initial intensity unaltered by 
longer excitation, but the form of the decay curve also remains constant, 
as is indicated by curves a and b in Fig. 53. (These curves correspond 
to curves F and E of Fig. 51.) 

We have also studied to some extent the influence of the intensity of 
the exciting light upon the form of the decay curves. In order to vary 



Fig. S4. 

the intensity of the exciting light several metal stops were prepared, which 
could be placed immediately in front of the mercury lamp. The apertures 
of these varied from 1 mm. in diameter to the full size of the mercury-lamp 
tube, namely, 15 mm. To determine the intensity of the exciting li^t 
corresponding to each of these the following photometric method was 
used: The phosphorescent screen was removed from the photometer and 
a piece of white cardboard was put in its place. This being illui 
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by the violet light Irom the mercury arc passing through the stop whose 
constant was to be determined, the intensity was measured by shifting 
the position of the comparison flame on the opposite side of the photometer. 
Suitable glass screens were used to equalize the colors on the two sides. 
To avoid errors resulting from the flickering of the mercury arc ten settings 
were made for each determination. 



Fig 55- 

rylog thft latemlty of the 
:ht. Expwirein each cSM 
. The reUtlve iateniltjr of 



Seconds 

In Fig, 55 decay curves are shown for different intensities of the exciting 
light, the excitation in each case lasting for 20 seconds- In Pigs. 56 and 57 
similar sets of curves are shown for which the excitations were respectivdy 
40 seconds and 2 minutes. 

A study of these curves shows that there is some approach to intensity 
saturation; in other words, the intensity of phosphorescence is nearly 



Seconds 
proportional to the intensity of the exciting light for small values of the 
latter, but increases less rapidly than the excitation when the exciting 
light is strong. This point is well brought out by curve A in Fig. 58, in 
which the ordinates are proportional to the initial intensity of phosphores- 
cence, /o. The values of /o were determined from the data of Figs. 55, 56, 
iuid 57 by extrapolation, upon the assumption that the relation between 
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/ and /"^ is linear for small values of /. Since the early portion of each 
decay cur\'e is chiefly determined by the first two or tlu-ee points, which 
are the most difficult to obser\'e, the values plotted for /© are subject to 
considerable error. Curve A is nevertheless reasonably smooth and 
indicates nearly exact proportionality between intensity of excitation and 
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Fig- 57. 

Effect of varying the intensity of the exciting light (as indicated on each curve). 

Exposure a minutes in each case. 

initial phosphorescence. It is only with the most intense excitation used 
that saturation begins. 

It is to be observed that in most cases the values of /© that are computed 
from the data of Fig. 55 lie on the same curve as those obtained from 
the data of Fig. 57. A well-marked difference is noticeable only in 
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Effect of the intensity of the excitatioo upon 
the initial intensity of phosphorescence. The 
points marked by dots are for an exposure of 
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the case of the points corresponding to intense excitation. In other words, 
for weak excitations the intensity of the initial phosphorescence is the same 
after an exposure of 20 seconds as for i or 2 minutes. There at &st appears 
to be a contradiction here to the results shown in Figs. 53 and 54. But 
while this may be due to the uncertainty in the values of /©, it is readily 
explained upon the assumption that a weak excitation produces its full 
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effect more promptly. The form of the curves shown in Figs. 53 and 54 
is probably largely dependent upon the intensity of the exciting light. 

The ordinates of curves B and C (Fig. 58) show the intensity of phos- 
phorescence I minute after the exciting light was cut off. For curve B the 
exposure was 2 minutes, while for curve C the exposure was 20 seconds. 
The effect of duration of exposure is here well marked. 

In the case of exposures lasting for several seconds or more the phenomena 
are manifestly complicated by the fact that the semi-permanent change, 
to which we have already referred, is taking place in the active substance 
during the time of excitation. It seemed probable that the relation 
between intensity of excitation and intensity of phosphorescence might 
prove simpler if the duration of excitation was reduced to a minimum. A 
series of curves was therefore taken with a spark as exciting soiu-ce. Pre- 
liminary trials showed that the most intense excitation was furnished by 
discharging eight large jars through a spark gap about 2 cm. long with one 
cadmium terminal. The distance of the spark gap from the screen was 
varied from about 10 cm. to 35 cm. A single spark at 10 cm. distance gave 
an excitation approximately equivalent to 30 seconds exposure to the mer- 
cury arc. 

Experiments with the practically instantaneous excitation produced by 
a single spark showed that the phosphorescence was proportional to the 
intensity of excitation, not merely initially but throughout the whole 
period of decay. In other words, it was possible to bring a decay curve 
determined with the spark at a distance 62 into coincidence with the curve 
corresponding to the distance di by multiplying each ordinate /a by the 
ratio d^/d^, 

EXPERIMENTS WITH DIFFERENT PHOSPHORESCENT SUBSTANCES. 

It is natural to inquire whether the complex phenomena exhibited by 
Sidot blende are peculiar to this particular material, or whether its behavior 
is typical of a large class of phosphorescent substances. In order to test 
this matter we have determined the decay curve under similar conditions 
with three other substances, namely, " Emanations-pulver, "^ willemite, 
and Balmain's paint. Characteristic curves for these three substances, 
together with a representative curve for Sidot blende, are shown together 
in Fig. 59. It will be noticed that the curves are all of the same type. In 
each case the decay is at first rapid and apparently according to the same 
law that was found to hold during the early stages of decay in the case of 
Sidot blende. After 20 or 30 seconds the curves begin to bend, and finally 
become straight lines whose slant is less than that of the earlier part of the 
curve. 

Upon plotting the data of E. Becquerel- in the same manner we find that 
in several cases the curves are of exactly the same type as those obtained 
by us. Three such ciu^es are shown in Fig. 60. In fact, all the data 
recorded by Becquerel in his papers on this subject give curves which 
show the same general characteristics, although in several instances the 
curves are not so smooth as those shown in this figure. 



*Obtaincd from Leppin and Masche, who do not state the composition of the powder. The chief constit- 
uent is, however, zinc sulphide, so that the substance appears to be a modified form of Sidot blende. It is 
said to be especially sensitive to the influence of the radio-active emanations. 

'Becquerel, La Lumi^e. Also Annales de Chimie et de Physique, Series 3. 63, 1861. 



68 



STUDIES IN LUMINESCENCE. 



It is interesting to note also that the data of Darwin* on Balmain's paint 
give a curve similar to those obtained by us with this substance when 
plotted in the same way. Two decay curves taken by E. Wiedemann* with 
Balmain's paint also show the same characteristics. 
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It appears therefore that the decay curve for Sidot blende is similar in 
its main features to the curves obtained for a large number of other phos- 
phorescent substances. In fact, we do not know of any case of long-time 
phosphorescence in solids which shows a different type of ciu^e. 
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Decay curves plotted from the data of B. 
Becquerel. (Ann. de Chimie ct de 
Physique, series 3. vol. 63, 1861.) 
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vert (2, p. 69). 
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The pt*ruliur liHmvior (»f Sidot blonde which we have compared with 
magnetii* hyi>l<'ift,i!i ih uIho exhibited by willemite and Balmain's paint, as 
illustrated ifi J'igt». U\ uiul in. In each of these cases it is evident that the 
effect of u ^iveii extilMtioii is dependent on the previous history of the sub- 
stance. We littve not yel hud an opportunity to test this phenomenon in 
other HulitiiafMeo. 



•Ji. Witrtimimim, /Mf M«.<-|4«*m)^ »«m I«««m hunii. WM. Ann.. 37. p. 177, 1 
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The most important points brought out by the experiments here de- 
scribed may be briefly stated as follows: 

I. Form of Decay Curve. — ^The curve obtained by plotting the values of 
I~^ as (a-dinates and the corresponding values of / as abscissas is a straight 
line for small values of i; it changes to a curve concave toward the axis of ( 
as ( increases; but for still larger values of t the relation between Z"* and 
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Fig. 6i, — Balmain's paint. 



t is again linear, and remains so until / becomes too small to measure. In 
other words, the decay curve, when plotted in this way, consists of two 
straight portions which gradually merge into one another. 

2. Effect of Duration and Intensity of Excitation. — Not only the intensity 
of phosphorescence, but also the form of the decay curve, is dependent on 
the intensity and duration of excitation. The slant is altered in each of 
the straight parts of the curve by changing either of these two factors in 
the excitation. 
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3. Hysteresis, — ^The behavior of the phosphorescent substance with a 
given excitation depends upon its previous history. Some semi-permanent 
change is produced by excitation which persists for several hours, or even 
for several days, after visible phosphorescence has ceased. 

4. Effect of Red and Infra-red Rays. — In the case of Sidot blende the 
semi-permanent condition produced by excitation may be destroyed and 
the screen restored to a standard state by brief exposure to the red and 
infra-red rays. 



CHAPTER V. 

THE INFLUENCE OF THE RED AND INFRA-RED RAYS UPON 
THE PHOTO-LUMINESCENCE OF SIDOT BLENDE.^ 

The effect of the red and infra-red rays in suppressing the phosphorescence 
of various substances has long been known,^ and has frequently been 
utilized in the study of the infra-red spectrum. The effect is exhibited 
by Sidot blende more strongly perhaps than by any of the other phos- 
phorescent sulphides. In Chapter IV we have called attention to another 
effect produced by the longer waves, namely, the restoration of a screen of 
Sidot blende, after the excitation and complete decay of phosphorescence, 
to a standard condition, so that the result of a subsequent excitation shall 
be imaffected by the previous history of the substance. While this new 
effect is doubtless connected in some way with that first mentioned, the 
nature of the relationship between the two is by no means clear. For this 
reason, and because of the bearing of the phenomena upon the general 
theory of luminescence, we have investigated the influence of the longer 
waves upon the luminescence of Sidot blende under a variety of different 
conditions. 

The work natiu-ally falls under several heads, as follows: 

1. The effect upon the luminescence of Sidot blende of exposure to the 
longer waves before excitation. 

2. The effect of the longer waves during excitation. 

3. The effect of the longer waves after excitation, i, e., during the decay of 
phosphorescence. 

4. The influence upon the effect studied of the wave-length of the red 
and infra-red rays used. 

THE EFFECT OF THE LONGER WAVES BEFORE EXCITATION. 

Experiments described in the preceding chapter indicate that when Sidot 
blende is excited to luminescence "some change is produced in the material 
by the action of the exciting light, and that this change persists for a con- 
siderable period after a visible phosphorescence has ceased. In other words, 
the effect of a given excitation in producing phosphorescence depends upon 
the previous history of the phosphorescent substance. If the screen is 
allowed to rest in the dark for a number of hoiu's this semi-permanent effect 
of exposure in part dies out. But rest alone does not restore the screen 
completely even if continued for several days.'* An exposure of a few 
seconds to the rays from a 50 c. p. lamp seen through ruby glass is, however, 
sufficient to restore the screen to what seems to be a definite standard 
condition. 



*The substance of this chapter essentially as here given appeared in the Phjrsical Review, xxv, p. 363. 
'Refere n ces to the literature of the subject are given by Dahms, Annalen der Physik, 13, p. 435. 
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The phenomenon in question is illustrated by the curves of Fig. 50, p. 62. 
If we compare curves A , C, and D, all corresponding to the same excitation, 
it is dear that exposure to the longer waves before excitation exerts a very 
marked influence upon the rate at which the phosphorescence, excited after 
this exposiu-e, will decay. While the semi -permanent change produced 
by excitation is partly lost as the result of prolonged rest in the dark, rest 
alone is not a very satisfactory means of restoring the substance to a stand- 
ard condition. Thus a rest of 24 hours brings about a change in the decay 
curve following a lo-second excitation from C to ^. Rest for several days 
would shift the curve somewhat farther to the left. But even a rest of 
several weeks failed to bring the decay curve as far to the left as curve D. 

Curve D, Fig. 50, was taken after an exposure of 4 minutes to the longer 
waves. A very much shorter exposure would have been nearly, if not quite, 
as effective. This point is brought out by the curves of Fig. 63, which were 
taken to determine the way in which the effect depended upon the duratioa 
of exposure to the longer waves. In taking these curves the procedure was 
as follows: In each case the screen was first exposed for 2 minutes to the 
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mercury arc ; the phosphorescence was then allowed to decay for 2 minutes, 
at the end of which time, while still visible, it was too faint for measurement. 
The screen was then exposed to the rays of a 50 c.p. lamp at a distance of 
5 inches, a piece of ruby glass being interposed between the lamp and the 
screen; the duration of this exposure was i second for curve ///, 3 seconds 
for curve / 1', and 60 seconds for curve V. After this exposure to the longer 
waves the screen was excited by the mercury arc for 10 seconds, and the 
decay curves shown in Fig. 63 were observed by the procedure described 
on page ^S. 

It will be observed that even an exposure of only i second is more effec- 
tive than 48 hours rest. It will be noticed also that 3 seconds exposiu^ to 
the longer waves is nearly as effective as an exposure of a minute. 

With red and infra-red rays of less intensity a longer time is required 
to destroy the effect of previous excitation. The cur\'es of Fig. 64 were 
taken mth a procedure similar to that for Fig. 63, except that the distance 
of the 50 c.p. lamp from the Sidot blende screen was 30 inches instead of 5 
inches. Exposure for 60 seconds to these less intense rays produces as 
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great an etfect as a similar exposure to the stronger rays. But this is not 
true for shorter exposures. While the ultimate effect of the weaker rays 
is apparently the same, more time is required to produce the change when 
the rays are of small intensity ; approximately, at least, the change produced 
depends upon the product of intensity and duration of exposure. 

The experimental data bearing upon this phase of the subject are so 
meager as to permit of only the most general conclusions, and additional 
experiments are much to be desired. So far as they go, however, the results 
indicate that the condition in which the material is left after the excitation 
and decay of phosphorescence is an unstable one, due perhaps to some new 
grouping of the molecules of the phosphorescent material. During rest in 
the dark accidental disturbances of various kinds may cause the substance 
to return more or less completely to its normal condition. The effect of 
rest is therefore uncertain, depending as it does upon the extent to which 
various obscure and perhaps unrecognized agencies are active; but certain 
waves lying chiefly in the infra-red region of the spectrum have a definite 
and positive effect in restoring the substance to its normal condition. 






INPLUENCE OF THE LONGER WAVES DURING EXCITATION. 

We have seen that a condition is developed in Sidot blende by excitation 
which is favorable to the production of strong luminescence by a subsequent 
excitation. A long excitation is therefore more effective than exposure 
to equally intense exciting rays for a shorter period; for the favorable con- 
dition developed in the early stages of excitation makes the exciting rays 
that act later more effective. The luminescence of such a substance during 
excitation — i. e., the fluorescence — will be relatively weak when excitation 
first begins and will increase in intensity as the exposure continues, reaching 
a steady value only after a considerable time. In Sidot blende, with the 
exciting hght used in most of our experiments, 3 or 4 minutes were required 
to reach a steady value.' 

The steady condition finally reached is manifestly characterized by 
equality in the rates of development and decay of the condition favorable 
to luminescence to which we have just referred. If we think of this favor- 
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able condition as being due to some new grouping of the molecules, then 
the condition of steady fluorescence is reached when these favorable groups 
are being broken up, either spontaneously or through the action of some 
outside agent, just as rapidly as they are formed by the action of the excit- 
ing light. 

It is clear that the intensity of steady fluorescence will be made less by 
any agent which increases the rate at which the assumed favorable group- 
ing is destroyed. Now it is precisely this effect that is exerted by the 
red and infra-red rays; and we should therefore anticipate that the fluo- 
rescence of Sidot blende would be diminished by the action of longer rays. 

This effect of the longer waves, which does not appear to have attracted 
much attention heretofore, may readily be made very marked indeed. 
Thus the rays from a projecting lantern after passing through a sheet of 
hard rubber 0.2 mm. thick are able to reduce the fluorescence of Sidot blende 
so greatly as to leave the intensity only a few per cent of its normal value, 
and this too with very intense excitation. If the ultra-violet rays of a 
spark are used for excitation numerous lecture experiments may be devised 
for demonstrating the existence of the invisible rays at the two ends of the 
spectrum. As compared with the experiments first proposed by Dahms,^ 
in which the effect of the infra-red rays upon phosphorescence is utilized, 
this procedure has the advantage of giving a persistent rather than a fleet- 
ing effect. 

In studying the influence of the longer rays upon fluorescence we have 
directed our attention especially to the distribution of the effect through- 
out the fluorescence spectrum. While the result of exposure to longer 
waves is to diminish greatly the total brightness of the fluorescence tight, 
it might be that in certain restricted regions of the spectrum the intensity 
would be increased rather than diminished, or at least that the effect of the 
infra-red rays would vary greatly in magnitude in different parts of the 
fluorescence spectrum. 

For the study of this phase of the subject the Sidot blende screen was 
mounted in front of a Lummer-Brodhun spectrophotometer, with an acety- 
lene flame as a comparison source as in our previous work. The infra- 
red rays from an arc fell upon the screen after passing through hard rubber. 
The intensity of fluorescence was then measured in different parts of the 
spectrum, first with and then without the action of the longer waves, the 
excitation remaining constant. As exciting source a mercury-vapor lamp 
was first used, the lamp being made of the so-called ''Uviol" glass, which 
possesses an unusual transparency to the ultra-violet rays. 

In Fig. 65, curve /, shows the ordinary fluorescence spectrum of Sidot 
blende produced f)y the mercury lamp, while curve // shows the spectnun 
as modified by exposure to the infra-red. In the case of curves /' and //' a 
sheet of ordinary glass was interposed between the lamp and the screen, so 
that the ultra-violet rays were in large part removed from the exciting light. 
It is clear that the ultra-violet rays of the Uviol lamp introduce a band 
at about 0.49 /x which overlaps and distorts the usual green band at 0.51 m- 

A more annoying source of disturbance in these experiments, however, 
was the light reflected from the screen, which was mixed with fluorescence 

iDahmt, /. c. 
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light and practically inseparable from it. By making observations only 
at points lying t)etwecn the bright lines of the mercury spectrum we had 







Fig. 65. 
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expected to be untroubled by reflected light. But owing either to optical 
imperfections in the apparatus or to the existence of a faint continuous 
spectrum in the light from the lamp, there was 
always enough reflected light in the field of the 
spectrophotometer to be an important and dis- 
turbing factor. To get some idea of the inten- 
sity and distribution of this reflected light we 
made the observations plotted as curve Kin Fig. 
65 with a screen of MgO on cardboard instead 
of the Sidot blende screen. To avoid confusion 
this curve is displaced downward in the plot. 
The intensity for points on curve R should be 
read from the right-hand side of the figure. 

The irregular distribution of the reflected 
light and the great uncertainty in its measure- 
ment make the experiments plotted in Fig. 65 
of Uttle quantitative value. Especially is this 
true for the violet end of the spectrum, where 
the reflected rays are of great intensity. We 
could not even feel sure that the longer waves 
produced any effect at all in this region. 

With a different zinc sulphide screen, the 
so-called "Emanations-pulver" referred to in 
Chapter IV, the conditions were somewhat 
more favorable. The curves in Fig. 66 show 
the ordinary fluorescence spectrum (curve /) ; 
the fluorescence spectrum with exposure to 
weak infra-red rays (curve //) ; the fluorescence P'S- 66- 

spectrum during exposure to strong infra-red "ot°-^^nlt>(m^p<a-!a^r*^ 
rays (curve III) ; and the reflected light deter- "*"^ *''' ^"^ ''"''■ 

mined as before. Different intensities of infra-red were obtained by using 
in one case one piece of black rubber and in the other case two pieces 
between the arc lamp and the screen. By this procedure it is possible to 
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determine the ratio of the effects produced by strong and weak infra-red, 
in spite of the uncertainty in the value of the reflected light. Thus the 
difference between the ordinate of curve / and the corresponding ordinate 
of curve // is a measure of the effect produced by weak infra-red ; reflected 
light, since it affects both measurements, is eliminated by taking their differ- 
ence. Similarly the difference between the ordinates of curves / and /// 
measures the effect of the stronger infra-red. It is interesting to note that 
the ratio of these effects is nearly constant throughout the green band. 
Beginning at 0.562 ^ and running toward the violet the ratio has the values : 
1.33, 1.36, 1. 31, 1.23, 1.94. Except for the last point, which is so near the 
edge of the band that the intensity of fluorescence is small, the values are 
constant to within observational errors. This fact adds another to the 
many that have been observed in the course of our 
work on luminescence to indicate that each band 
in a luminescence spectrum behaves as a unit — 
that whatever affects one part of the band affects 
all other parts of the band in the same proportion. 
A more satisfactory method of studying the 
effect in question is to use only ultra-violet ligfrt 
in excitation. All troubles due to reflected Ught 
are in this case removed. The results of this pro- 
cedure in the case of the original Sidot blende used 
in our earlier experiments are shown in Fig, 67. 
An iron spark was used as an exciting source, a 
spectrum being formed by a quartz train and only 
the ultra-violet rays used. The source of infra- 
red was an arc lantern whose rays passed through 
a sheet of hard rubber 0.2 mm. thick. The effect 
of exposure to longer rays during excitation by the 
ultra-violet rays of the iron spark was to change 
p. , the fluorescence from curve / to curve //. The 

EHtct of intra red u n Suotcs diminution In intensity brought about by exposure 
cenct of ■EniBniiiions to the longer rays, expressed as a fraction of the 
vioieinyiofin iroi ipuk. Ordinary fluorcscencc at the same wave-length, is 

given in curve ///. 
More extended experiments are required to determine whether the change 
in the efTect from 38 per cent at 0.546 /i to 20 per cent at 0.4S0 ft is real or 
the result of errors. It does not seem likely, however, that experimental 
errors alone can accoimt for so great a change. In interpreting the results 
we must bear in mind the fact that the spectrum shown in Fig. 67 obviously 
consists of two overlapping bands, and that the infra-red effect may differ 
for the two. It is highly probable also that still another band is present 
at 0.49 li, as was found to be the case with ultra-violet excitation in the 
experiments plotted in Fig. 65 ; and for this band the effect of the longer 
waves may be different still. It is clear that further experiments on this 
branch of the subject are needed. 

EFFECT OF THE LONGER WAVES DURING DECAY, 
In studying the effect of the infra-red rays upon the decay of phosphores- 
cence two methods were used. In the first of these the intensity of the 
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total phosphorescent light was measured by a photometer at different 
times after excitation had ceased, as described in Chapter IV. The violet 
end of the carbon arc spectrum was used for excitation, and a 50 c.p. 
incandescent lamp as a source of infra-red rays. In these experiments a 
cell containing a solution of iodine in carbon disulphide was used instead 
of hard rubber to remove the visible rays. The distance of the lamp 
from the Sidot blende screen was about 60 cm. 

The curves of Figs. 68 and 69 show some of the results obtained by this 
procedure. In Fig. 68, curve / is the ordinary decay curve without expo- 
siu'e to infra-red. In the case of curve /// the infra-red rays were allowed 
to fall on the screen when the decay had proceeded for about 32 seconds. 
In curve // the infra-red rays were turned on about 4 seconds after the 
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Fig. 68. 

I nfluence of exposure to infra-red 
during decay upon the form of 
the decay curve. 

Curve/. Ordinary decay curve. 

Curve //. Screen exposed to 
infra-red after decay had pro- 
ceeded for 4 seconds. Infra- 
red cut off at < «- 19 seconds. 

Curve 111. Screen exposed to 
infra-red after decay had pro- 
ceeded for 32 seconds. 



^ 



40 



eo 



60 



100 



1«> 



140 



end of excitation and were cut off again at the end of about 19 seconds. 
The great increase in the rapidity of decay brought about by infra-red rays, 
even when of such small intensity as those used in these experiments, is 
clearly shown. 

There was no indication in these experiments of any temporary increase 
in the brightness of phosphorescence when the rays were first turned on, 
as has been noted by many observers in the case of Balmain's paint and 
other phosphorescent sulphides. Dahms has already called attention to 
this peculiarity of Sidot blende. The effect of the longer waves in suppress- 
ing phosphorescence has sometimes been explained by assuming that these 
rays act in the same way as does a rise of temperature; i. c, that they 
accelerate the process which causes phosphorescence, so as to produce a 
brief flash, due to the sudden liberation of the energy stored during excita- 
tion, followed by a complete loss of luminescence when the stored energy 
has been used up. While this explanation of the phenomenon may be 
correct for the other phosphorescent substances it can not be applied with- 
out essential modification to the case of Sidot blende. It has recently been 
shown, however, by Ives and Luckiesh^ that under some circumstances a 



iphyrical Review, xxxir. p. 240, 1911. The specimen of Sidot blende that was tested by Ives and 
Luddesh differed from that used by us and other observers in the fact that the law of decay after one minute 
was /""•••'— a -fd/ instead of / — ;i-a+6/. It thus forms the only exception known to us to the law of de- 
cay diacuated in Chapter XV. 
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flash may be observed immediately after exposure to infra-red rays even 
in the case of Sidot blende. These observers find that "there are two stages 
in the decay of phosphorescence, merging gradually one into the other. In 
the first stage the effect of long waves is to cause a sudden drop in intensity ; 
in the second stage the long waves cause a temporary increase of brightness 
before decay. In the intermediate stage the accelerated decay appears to 
the unaided eye to be delayed in starting." With intense infra-red rays 
the preliminary flash could be made to occur as early as 30 seconds after 
the end of excitation. 

Perhaps the most striking feature of the curves in Fig. 68 is the nearly 
exact parallelism that exists between the later part of curve /// (after the 
infra-red rays were cut off) and the straight part of the ordinary decay 
curve. The action of the longer waves appears to be to bring the material 
quickly into the same condition as regards abiUty to emit light that it 
would have acquired at the end of a much longer period of ordinary 
decay. The results of Ives and Luckiesh are not in accord with this view. 



Fig. 69. 

upon the [arm of the deea; curve. 
Carve /. Ordiiury dccmy curve. 
Curve 11. Scteen eipOHd to lotn-rtd after tbe 

decay bad proceeded for iS oecoodi. 
Curve ///. Screea ekpuved to infra-red durinc excj- 

tAtion and for first 1 6 ■cconds of decay. 
Curve JV. Screen eipaacd tn iuFTm-red din4nf ekci- 



In the brief abstract of their work referred to on page 77 they state that 
"the decay curve after brief action of red or infra-red does not correspond 
with the original curve with origin shifted." 

In the case of curves /// and IV of Fig. 69 the screen was exposed to 
infra-red during excitation and during the early stages of decay. The 
infra-red rays were cut off at the points indicated by the break in the curves. 
It will be noticed that the latter portion of curve /// is nearly parallel to the 
straight part of the ordinary decay curve; but in curve /F, where theinfra- 
red was cut off earlier, the straight part of the curve is not even approxi- 
mately parallel to curve /, The results shown in Fig. 69 are thus in ^ree- 
ment with the statement of Ives and Luckiesh. 

For the early stages of decay a number of curves were taken by means 
of the spectrophotometer, the method being that described in Chapter III. 
With this method it is impracticable to follow the decay for more than a 
few seconds, since the illumination of the spectrophotometer field sooo 
becomes too faint for accurate measurements. The method possesses a 
great advantage, however, in the fact that the effect of the long waves can 
be determined for different parts of the phosphorescence spectrum. 
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For the curve shown in Figs. 70 and 71 the exciting light was the violet 
of the carbon arc spectrum. For the ciu-ves of Figs. 721075 a spark between 
cadmium terminals was used in excitation. The intensity of phospho- 
rescence has been plotted in all of these curves instead of the redprocal 
square root, although in some cases the latter value has been plotted also. 



Curve /. OrdiDuy dcojr cnrvi 

Curve i'. Scrcea upoKd u 
intn-nd irumcdialelr altci 



Fig. 71. 



Fig. 72. 
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In all these figures the curve marked / was taken without infra-red' and 
that marked /' with infra-red. In general the exposure to infra-red began 
at the instant the excitation ceased, the shutter being arranged so that the 
same movement that cut off the exciting rays allowed the infra-red rays to 
fall upon the screen. In the case of Fig. 71 exposure to the infra-red did 
not begin until about 1.4 seconds after the end of excitation. Numerous 
curves of this kind were taken in which the exposure to infra-red began at 
different times after the beginning of decay. All of these curves show the 
same sudden drop in intensity at the instant that the long waves begin to 
act. 

The curves of Figs. 70, 71, and 72, except for the method of plotting, are 
quite similar to the curves for the total light obtained by the photometer 
method first described. Apparently the action of the longer waves during 
the first few seconds of decay is quite similar to its action later. It will 
be observed that the curves of Figs. 
70 to 72 refer to regions of the phos- 
phorescence spectrum either near 
the maximum or toward the red 
edge of the band. 

Figs- 73i 74> and 75 show the in- 
fluence of the longer waves upon 
those regions of the fluorescence 
spectrum lying near and beyond the 
violet edge of the green band. Here 
the effect seems to be entirely dif- 
ferent. At 0.445 P (Fig- 75) the 
effect of exposure to infra-red is to 
retard the decay of phosphorescence 
instead of to accelerate it. In the 
region lying between the green band 
(0.5 1 u) and the violet band (0.45 /i) 
I g 3 4 J>f 6 tl"^ effect of the infra-red is at first 

Pi -J to retard the decay and later to ac- 

D^y curvB «ith Md wi.hou. infr-nd. celcratc it (Figs. 73 and 74). 

X -0.474 f- Owing to the faintness of the spec- 

trophotometer field and the rapidity 
with which the phosphorescence decays it is difficult to determine the form 
of the curves in the early stages of decay with accuracy. Especially is this 
true in the blue and violet, owing to the small luminosity of this region of 
the spectrum. Each point plotted represents, however, the average of a 
number of separate readings. For each pair of points the observations 
for the time of decay with and without infra-red were taken alternately. 
No special precautions were taken to keep the exciting source constant 
The slight initial curvature of the line /~* in Figs. 70 and 73, wher* the 
exciting light was from the carbon arc, is perhaps to be explained as the 
result of variations in this source. In the case of the other observations, in 
which a spark was used in excitation, the points for /"' lie reasonably well 
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Upon a straight line, and thus give a check upon the accuracy of the obser- 
vations. 

The remarkaUe re\'ersal in the effect of infra-red in passing through the 
luminescence spectrum received ample qualitative confirmation. \\'ith 
the spectFOphotometer set for some region in the blue or \'iolet the bright- 
ness of the field increased noticeably for a few seconds when the screen was 
exposed to infra-red during decay, even when the exposure first bcgiin 
several seconds after the end of excitation. The same effect was observed 
in the case of " Emanations-pulver" and Balmain's paint. In the case of 
the latter substance the flash that accompanied exposure tii the longer 
waves developed more slowly and lasted longer than in the case of SJdot 
blende. 

Two interpretations of the results brought out in Figs, 7t> to 75 suggest 
themselves. Neither, however, is wholly satisfactory. 



Fib. 74' 

In all of these experiments the luminescence spectrum consisted of two 
bands, namely, the green band at 0.5 1/1 and the violet band at about 0.45 fi. 
It is possible that the infra-red rays retard the decay of phosphorescence 
in the case of the violet band and accelerate it in the case of the green hand. 
In the curves of Fig. 75 we are dealing with the violet band <tiily ; in I'"igs. 
70, 71, 73, and 74 the light is almost entirely from the green band; but at 
wave-lengths 0.474 ** (F'g- 73) ^nd 0.464 /i (Fig. 74) the light entering the 
collimator slit comes partly from one of these bands and partly from the 
other. The violet band apparently decays more rapidly than the green 
band. (Compare the slant of the line for /"* in Fig. 75 and Fig. 7a.) 
If the violet band is initially the brighter of the two the retarding effect 
of the infra-red upon the decay of this band will predominate in the early 
stages of decay. Later, when the violet band has nearly died out and the 
light is chiefly due to the green band, the opposite effect will predominate. 
The two curves / and /' will therefore intersect, as shown in Fig. 72 and 
Pig- 74- 

Two objections may be urged to this explanation. If the light in the 
case of Figs. 73 and 74 is from two bands that decay at different rates we 
should hardly expect the relation between t and /~* to be as simple as the 
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linear relation that holds for the green band alone. Yet the deviation from 
a linear relation in both these cases is well within the errors of observation. 
Again, if the infra-red rays increase the brightness of the violet band after 
excitation has ceased it would seem reasonable to expect a similar effect 
dining excitation. Yet the effect during excitation (Fig. 67) is nearly the 
same for both bands. 

We were first led to expect increased brightness in the violet during 
exposure to the infra-red, and to undertake experiments in the hope of 
detecting such an effect, as the result of an entirely different line of reason- 
ing. Looking upon phosphorescence as due to the recombination of ions 
dissociated by the action of the exciting light, we may explain the fact 
that the phosphorescence light is of greater wave-length than the exciting 
light (Stokes's law) briefly as follows: Dissociation results from the violent 
resonant vibration of a neutral molecule of the active substance under the 
influence of the exciting waves. The wave-length of maximum resonance 
and therefore maximum excitation is determined by the natural period of 
vibration of the active molecule, which is influenced to some extent, but 
not greatly, by the surrounding solvent. The charged ions resulting from 
excitation will, however, be attracted by the neutral molecules of the sol- 
vent and will form the nuclei of heavy aggregations of molecules; and 
recombinations of the ions will therefore occur under conditions which 
make the resulting vibrations longer, on the whole, than the period of the 
active molecules before dissociation; hence the well-known displacement 
of the luminescence spectrum with reference to the absorption spectnun. 

Now the effect of the infra-red rays may be to so shake up the molecules 
of the solvent as to prevent the loading down of the ions by the attraction 
of neutral molecules, or to destroy such heavy aggregations if already 
formed. Under the influence of the infra-red, therefore, the hght emitted 
will be due largely to the vibrations that occur during the recombination 
of unloaded ions and will be of the same wave-length as that which the 
active substance absorbs. If the screen is exposed to infra-red rays after 
excitation we should expect a decrease in the intensity of phosphorescence 
throughout the phosphorescence band due to the breaking down of the 
groups of molecules referred to above. But owing to the resulting increase 
in the number of unloaded ions we should also expect the emission of light 
whose wave-length is that of the resonant absorption band of the substance. 
Now the absorption band always lies on the ultra side of the luminescence 
band, and usually the two bands overlap. (That this is the case with Sidot 
blende is shown by the fact that this is one of the substances for which 
Stokes's law, in its strict form, is violated.) Exposure to infra-red shotild 
therefore produce increased intensity near and beyond the violet edge of the 
phosphorescence band; which is exactly what we have observed. 

In the region where the absorption and emission spectra overlap, the 
effect will be more complicated. While the light in this region due to the 
ordinary luminescence band will diminish, there will be at the same time 
a temporarily increased emission due to the recombination of the tmloaded 
ions that are shaken loose by the infra-red vibrations. A bright flash 
immediately after the exposure to infra-red, followed by decay more rapid 
than the normal, is therefore to be expected in the intermediate region 
corresponding to Figs. 73 and ix. 
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The effect of the longer waves during excitation is unfortunately as hard 
to reconcile with this explanation of the phenomena as with that first 
suggested. 

VARIATIONS OF THE EFFECT WITH THE LENGTH OF THE LONGER WAVES. 

In the case of several phosphorescent substances, including Sidot blende, 
the effect of rays of different wave-length in suppressing phosphorescence 
has been studied photographically by Dahms.^ Our own results, obtained 
by an entirely different method, in general confirm his conclusions in a very 
satisfactory way. 

The arrangement of apparatus was similar to that used in our first experi- 
ments on the decay of phosphorescence.^ A spark was used for excitation 
and a shutter was so arranged that the screen was exposed to the infra-red 
rays and the phosphorescent light allowed to fall on the slit of the spectro- 
photometer at the same instant that the excitation was brought to a close 
by short-circuiting the spark. A Nemst glower was used as a source of 
infra-red rays. This was mounted in the place of the slit of a large mirror 
spectrometer having a quartz prism.^ The Sidot-blende screen was covered 
with black paper except for a narrow rectangular region having about the 
same width as the Nemst glower. The adjustment of the spectrometer 
having been determined by observations in the visible spectrum, wave- 
lengths in the infra-red were computed from the angle of deviation. The 
effect of different rays from the Nemst glower was measured by the differ- 
ence between the times required for the phosphorescence to fall from its 
initial intensity to a definite final intensity with and without exposure to 
the rays to be tested. Each point of the curves shown in Fig. 76 is deter- 
mined from the average of ten observations with infra-red and ten without, 
the observations being made alternately. The difference between the two, 
expressed as a fraction of the normal time of decay, has been plotted for 
the different wave-lengths used, which ranged from 0.6 /x to 2.3/11. The 
observations refer to the region of maximum intensity in the phosphores- 
cence spectrum (0.512/1). 

Referring to Fig. 76, it will be seen that the effect of the longer waves is 
observable to some extent in the visible region. A maximum is reached at 
about 0.9 M, followed by a minimum at about i .0 /i and another maximum 
at 1.3 fi. From 1.2 /i on the observations were repeated under slightly 
different conditions the following day (see broken line). In this case the 
chief maximum appears to lie at 1.37 /u- The results are probably in all 
cases uncertain to the extent of 2 or 3 per cent, and errors are especially 
likely to be serious in regions where the effect is small. For this reason we 
can not feel certain of the third maximum at 2. 18/1, although the probability 
is that it really exists. As far as any important effect is concerned, how- 
ever, our results confirm the conclusion of Dahms that the action does not 
extend beyond 1.5 /i- 

It can scarcely be doubted that absorption of the active rays is necessary 
before they can produce any effect upon phosphorescence * It seems 

*Dahms; Aunalen der Physik. 13, p. 435. 
*See Chapter III of this memoir. 

'Testa (by direct eye observation) with a rock-salt prism showed that no effect was observable for wave- 
lengths kmger than those transmitted by quartz. 
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probable, therefore, that Sidot blende possesses broad absorption bands 
with maxima not far from o.g /z and i .35 p. Experiments with other phos- 
phorescent substances having ZnS as their base will be necessary to deter- 
mine whether the absorption that determines this effect on phosphorescence 
is characteristic of the solvent (ZnS) or of the dissolved metal causing lumi- 
nescence. It is interesting to note, however, that in the absorption 



Fig. 76. 

Effect of ioln^ed rayi of dlScRBt mve-lengtli. Ordiiuto rcpraent the pcrctntnic dJadsudni la the 
Umc ol decay under the influence a( Intn-red. 

spectnmi of sphalerite (ZnS) Coblentz has found evidence of bands 
at about 0.9 m and 1.4 p. While Coblentz's work does not indicate great 
absorption at these points, it must be remembered that they fall in the 
most intense region of the spectrum of a Nemst glower, so that the total 
amount of energy absorbed might be very considerable. 



CHAPTER VI. 

VARIATIONS IN THE DECAY OF PHOSPHORESCENCE PRODUCED 

BY HEATING. 

In connection with the investigations described in Chapters IV and V 
Dr.C. A. Kerce, during the years 1906-1908, made an extended study of the 
phosphorescence of Sidot blende and of Balmain's paint at temperatures 
ranging from room temperature to 300° C. The present chapter contains a 
stunmary of his results.^ 

EXPERIMENTS WITH SIDOT BLENDE. 

The apparatus used was similar in principle to that described in Chap- 
ter IV, p. 58, but was modified to adapt it to the conditions of the experi- 
ment. The substance studied was the phosphorescent zinc sulphide already 
referred to as "Emanations-pulver." It was placed in a shallow dish and 
heated by means of an electric f mnace capable of being readily removed and 
replaced in its position relative to the powder without disturbing the latter. 

The temperature of the powder was measured by means of a thermo- 
junction embedded in the mass. Phosphorescence was excited by a mer- 
cury-arc lamp of the Lummer type. 

By means of properly placed mirrors the exciting light was reflected upon 
the surface of the powder and the phosphorescent light was reflected 
through a double window of mica and plate glass into the field of a Lummer- 
Brodhun photometer. The adjustments were such that the conditions of 
illumination and observation were the same whether the powder was within 
the furnace or outside. The comparison light was an acetylene flame with 
diaphragm. A color match was obtained by the interposition of colored 
glasses and the balance of illumination in the field of the photometer by 
moving the comparison light. 

The apparatus was arranged so that a single observer, working in a dark 
room, could automatically record all observations such as the times of open- 
ing and closing the shutter of the exciting lamp, the beginning and end of 
heating, the times at which photometric observations were made, and the 
position of the comparison light on the photometer bar. The observer 
could likewise make all manipulations during a complete run without taking 
his eye from the observing telescope. Before each set of observations 
the powder was exposed to infra-red rays for i minute and allowed to re- 
main in darkness for 5 minutes before excitation in order, as already de- 
scribed in Chapter IV, to secure a standard condition. In the present case 
the action of the infra-red was not sufficient to destroy all thermo-lumines- 
cence when the powder was heated to 350° C, but the effect was so reduced 
that even after the strongest previous excitation the thermo-luminescence 
could not be measured with the photometer. The infra-red rays, which 

^C. A. Pierce, Physical Review, xxvi. pp. 312 and 434. 
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were from a i6 c.p, incandescent lamp with a screen of thin vulcanite, 
heated the powder slightly, but the wait of 5 minutes allowed it to cool 
to approximately room temperature. 

The effect of temperature upon the decay curve, when the Sidot blende 
is excited and allowed to decayat the same temperature, is shown in Fig. 77. 



curve B, trmpccmluK j7° fZ.. curve C. tempenluie 60" C; curve D. tenpermton Bj* C. 

The curves are plotted with distances of the standard lamp from the photo- 
meter screen as ordinates and time reckoned from the end of exdtation as 
abscissas. The ordinates are therefore inversely proportional to the square 
roots of the intensities. Curves A and B are concave downward through- 
out, while C and D are approximately 
straight lines. In fact, the points on 
curve D indicate an upward bending. 
The initial intensity evidently increases 
and the decay becomes more rapid as 
the temperature is raised. 

To further test the form of the curve 
of decay at high temperatures, a series 
of runs was made with constant length 
of excitationand constant temperature. 
Four runs of the series are shown in 
Fig. 78. If thecurves had been plotted 
with the actual times as abscissas, they 
would coincide. In order that the eye 
may be able to distinguish readily the 
points on each curve, the four curves 
F'8- 78. are separated by plotting curve D with 

Effect of [emperaiwe durine^miiMioE and the absdssas marked on the figure and 
tiue 93° c. displacing the remaining curves eacA 

5 seconds farther to the right. It is 
evident that the curves are straight lines throughout the time of observa- 
tion, but it is probable that they would show a downward bending nearer 
the origin. Studies of curves of very rapid decay, to be described in 
Chapter VII, greatly strengthen this view. The conclusion that at room 
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temperature the observed part of the decay curve is concave downward 
and becomes less concave as the temperature is raised is substantiated by 
several series of curves which are not reproduced. 

A possible explanation of the changes in the decay curve that occur 
when Sidot blende is excited at different temperatures may be deduced as 
follows ; Let it be assumed that the law of decay for a single band in the 
spectrum is' 

Let it be assumed that the phosphorescent spectrum of Sidot blende con- 
sists of two bands, and let curves A B and CD, Fig. 79, represents the decay 
of these bands. The decay of the total intensity can be computed by the 
equation' 



D.I-^.[■ZJp^^ 



"(.+W)'J 

and is represented in Fig. 79 by the curve OP. This curve is concave 
downward throughout but approaches a straight line with increase in time. 
From Figs. 77 and 78 it can be seen that the effect of a higher temperature 
is to hurry the decay. Hence the slope of the lines representing the decay 



AB.drcAyotoae 
CD. dcuy of tl 



Ihc two bands; EP, decay of the fint band i 
higher tRnpcTBtun; CH. decay ot the olhci bi 
at tbe biehei tcDipcnture; MN. decay of 
total Intrniily at the biihn tcmtientun. 



of the separate bands* will be greater at a higher temperature. MN, Fig, 
79, represents the decay of the total intensity at the higher temperature, 
M N is concave downward throughout, but if the portion occurring within 
the first few seconds were not drawn, the remainder of the curve would 



le phosphoresctnt spectniiB 



Chapter IV. The presence of twoauch banda in the case of the powder stu 
by him by aieaiu of spectrophotometric measurements. Their nurirns 
■t O.S3 c ud 0.41 K. The tame bands nigbt Ibetelore be eipected in tl 
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appear to be a straight line, while under the same conditions the curve OP 
would still be seen to be concave downward. 

The curves in Kig. 79 represent closely the facts deduced from Figs. 77 
and 78. They also agree with the observations recorded in Chapter IV, 
which show that the decay curve consists of two straight lines gradually 
merging into one another. By changing the slopes and intercepts of the 
lines in Fig. 79 representing the decay of the single bands, a decay curve of 
the total intensity can be derived which will exactly fit the deductions 
mentioned above. Dr. Pierce's later experiments on the decay in Sidot 
blende (Chapter VIII) nevertheless make it seem very doubtful whether 
this explanation of the form of the decay curve, and of its dependence upon 
temperature, can be made to accord with all the experimental facts. 

The effect of heating the Sidot blende after it has been excited at room 
temperature and allowed to decay at room temperature to a small fraction 
of its initial intensity of phosphorescence is illustrated in Figs. 80, 81, and 82. 
The result of this process is the well-known phenomenon of tkermo-lumines' 
cence. The curves are plotted with intensities as ordinates and times, meas- 
ured from the moment of heating, as abscissas. Higher temperatiures increase 
the intensity of the outburst of light, and cause the maximum to occur 
sooner after the beginning of heating and to die away more rapidly. 

In the case of Fig. 80 the initial intensity immediately after excitation 
was somewhat greater than /= 12. The intensity was allowed to decay to 
/=o.8, when heating was begun. Inthecaseof Fig. 82, the initial intensity 
was somewhat greater than 7=37- 



Fig. 80. 
Effect of healiiiif »ben the phosphorescence has decHVcd to aa inlcnnty equH] to o.&. KidlFd lo 
strands Ht room teoiiKralun, Curve A, heoted ta i<^^- C: curve H, hfatwl to mf C; 

The effect of heating after excitation may be considered in one of two 
ways. Either it suddenly releases the energj- represented by the phos- 
phorescence, or else it sets up some new reactions in the powder. Though 
the decay had reached a low intensity before heating was begun in the runs 
shown in Figs. 80, 81, and 82, yet at this low intensity the decay was slow; 
hence there may have been considerable energy still left, which heating 
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released to give the flash peculiar to tbermo-IuminesceDce. If this is the 
case, the areas between the curves in either Fig. 80, 81, or 82 and the coflr- 
dinate axes should be equal to each other. It is impossible to get experi- 
mental data with which to draw the curves to the axis, so the author pro- 
jected the curves tentatively. This is not an entirely rash thing to do. 



Fig. 81. 

Eicjted 80 KCODdi it r 
i/'C; curve C. hoited M 



because a slight variation in the prolongations will have effect ; furthermore, 
while the low intensities were not measurable, one could nevertheless get 



some idea of the rapidity of decay by noticing how rapidly the photometer 
screen became dark. 

Fig. 83 shows the areas plotted with temperatures as abscissas. 

If the areas had been equal to each other for a given excitation, each of 
the curves in Fig. 83 would have been a straight line parallel to the tempera- 
ture axis. Aside from the low values at 300°, which are probably due to 



90 STUDIES IN LUMINESCENCE. 

the approach to temperatures at which the substance loses its power to 
phosphoresce, the curves suggest by their approximation to horizontal 
lines that the function of heating is merely to release the stored energy 
more suddenly. 

If this explanation of the effect of heating is correct, then it would be 
reasonable toexpect that in the case of the curves of Fig. 77 thedecay would 
be more rapid the higher the temperature, which effect has already been 
pointed out. 

Fig. 84 shows the change in the maximum ordinate of the curves of thermo- 
luminescence as the temperature is raised. No weight is given to the exact 
shape of the curves, the points being connected merely to aid the eye in 
distinguishing them. The curves are in accordance with what would be 
expected if the fimction of the temperature is to liberate suddenly the 
phosphorescent energy. If this is the case, the greater the temperature 
the quicker the energy will be liberated and the brighter the flash. The 
relation of maximum intensity to temperature is shown more clearly tn 
Fig. 85. 

To ascertain the rapidity with which the powder within the furnace was 
heated, measurements were made for each of the temperatures at which 
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curves of thermo-luminescence had been obtained, and from these curves 
were plotted showing the rise of temperature of powder and the variation 
in the temperature of the furnace. Fig. 86 gives the curves for two of these 
temperatures. The general conclusion from these measurements was that 
the powder reached a constant temperature in a constant time independent 
of the temperature. The periods of the two galvanometers used in the 
temperature measurements were too short to affect the shape of the curves 
appreciably. 

The method of heating employed possesses several advantages. The 
temperatures are known and can be accurately reproduced as many times as 
desirable. Further, the gradual heating allows the flash to be followed in 
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the photometer. For some other work a strip of platinum which supported 
a thin layer of thepowderwas heated by passing an electric current through 
the strip. The flash in this case occurred too rapidly to be followed, the 
maximum intensity being the only measurement possible. 



Fig. 86. 

uid C. viriation in tcmpsaturc of [ur 
derisputin. Curves fi idd D. inc^rei 



It is not easy to estimate the effect of gradual heating as compared with 
more nearly instantaneous heating. The outside layer of the powder is 
subjected to the temperature of the furnace, which does not vary widely. 
It is only the inside layers which are heated as slowly, as the curves in Fig, 
86 indicate. It is not believed that any material change is introduced in 



the relation of the various curves, though the actual form of the curves 
may be changed more or less. 

The effect of varying the length of excitation is brought out in Figs. 87 
and 88. As in previous curves, the phosphorescence was excited at room 
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temperature and allowed to decay to /=o.8 before heating. The points 
are joined by straight lines to aid the eye in following the individual curves. 
Two effects are noticeable at a glance. The maximum intensity increases 
with excitation and is shifted to the right, i. e., comes at a later time. The 
effect of saturation is shown. This is brought out more clearly in Fig. 89. 




Itaglh of eL_ 

- B, temperature 367° 



teinpenture 107° C. ; curve D.'tempcnture 
-ve £. tempenture 98° C 



Fig, 88. Fig. 89. 

To get the maximum point ia each run, smooth curves, not shown in 
the figures, were drawn through the different points. These curves show 
that increasing the excitation beyond a certain length does not increase 
the energy manifested as thermo-luminescence. That saturation takes 
place is further shown by the time that luminescence lasts. Figs. 87 and 88 
show that the duration of luminescence has about reached a maximum. 
The areas included between the curves and the coordinate axes also show 



Fig. 90. 
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that further increase with increased excitation is limited. The sfaiftiag 
of maximum intensity resembles an inertia effect; the longer the excitation 
the longer it take.<; the temperature to produce the maximum thermo^ect. 
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The effect of delay between the end of excitation and the beginning of 
heating was investigated at some length. The general character of the 
results obt^ned is given in Fig. 90 and the subsequent diagrams. 

Fig. 90 shows the way in which the outburst of thermo-Iuminescence 
diminishes in intensity, in the case of a substance excited for a given time 
and subsequently heated in a furnace of given temperature, as the interval 
of time before the beginning of heating is mcreased,' Tigs. 92 and 93, in 
which time is measured from the beginning of heating, indicate clearly 
a shift in the time of reaching the maximum of intensity of thermo- 
Iuminescence in the same direction as that already noted in the case 
of increased length of excitation. The energy of phosphorescence does 
not manifest itself so rapidly after 
long delay in heating or long excita- 
tion as after short delay or short ex- 
citation. For any given excitation 
and temperature the curves tend to 
coincide after a given time, which 
may be taken to indicate that the 
interval of time occupied by an out- i^ 
burst of thermo-Iuminescence is in- 
dependent of the time which has 
elapsed since excitation. 

Table 16 gives the approximate 
duration of the flash of thermo- 
Iuminescence from nine sets of 

observations under varying condi- too boo woo sec, 

tions of excitation and heating. Fig. 91,' 

While the times stated are neces- 
sarily somewhat inaccurate, they indicate that brief outbursts follow 
short exposures and high temperatures of the furnace and vice versa. 
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Fig. 94 gives in graphical form a summary of the results of nine sets of 
observations upon the decrease in maximum intensity of thermo-lumines- 
cence with delay in heating. The curve G is from data plotted in Fig. 90, 
In Fig. 95, which is from the same set of observations, the time of maximum 
intensity is measured from the beginning of heating in order to exhibit 
more clearly the shift of the maximum as the result of delay in beginning 
heating. 



In Fig. 96 is shown the maximum intensity plotted against length of 
excitation. These curves are similar to those shown in Fig. 89, but cover 
a larger range of conditions. They indicate the same tendency to satu- 






ration with increasing excitation whatever be the temperative and the 
delay of heating; a point which would undoubtedly have been better 
shown had a greater number of lengths of excitation been investigated. 

Fig. 97 shows the relation between maximum intensity and temperattire 
for the nine sets of runs. These curves correspond to those shown in Fig. 
84. In some of the cases but one point can be given, the other runs show- 
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ing no measurable intensity or else no maximum. The relation between 
the maximum intensity and the temperature, beyond the fact that the 
intensity increases with the temperature, is not clear. 
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In an earlier paragraph mention was madeof the existence of two bands in 
thephosphorescence spectrum of the sample of Sidot blende used in thisstudy . 
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If there are two bands, it is natural to expect some indication of their exist- 
ence in the curves of thermo-luminescence. Referring to Fig. 92, there will 
be found evidence of two bands. After the intensity has reached a maximum, 
it falls off rapidly at first, then there is an indication of a slowing up in the 
decay followed by relatively rapid decay. Whether there is a complete 
ben^g back in any of the curves can not be stated, because the points are 
too far apart. Whether a complete bending back is possible depends on the 
relative intensities of luminescence of the two bands and the relative rapidity 
of decay. It has not seemed advisable to search for more certain indications 
of two bands in the thermo-phosphorescence because of the difficulty of 
increasing the number of observations taken in a given time. In part II 
of this chapter, curves will be shown in the case of Balmain's paint, which 
decays slowly enough to be more completely studied. This substance has 
two bands in its phosphorescence spectrum, and the ciur^es of thermo- 
luminescence show two maxima under certain conditions of excitation, 
temperature, and delay in heating. 

EXPERIMENTS WITH BALMAIN'S PAINT. 

In the experiments with Balmain's paint the apparatus used was the same 
as that used in the study of Sidot blende. A mercury lamp was used to 
excite the calcium sulphide, which was in powder form. Since the lamp was 
made of ordinary glass and the light from it was reflected at a mirror before 
reaching the powder, the excitation was chiefly due to the visible spectrum 
in the mercury arc. Before each excitation the powder was exposed to 
infra-red rays in an attempt to bring it to a standard condition. 

The action of infra-red rays upon the phosphorescence of calcium sulphide 
is not so strong as upon Sidot blende. In the latter case, as has already been 
shown in Chapter V, phosphorescence due to a very long excitation can be 
destroyed almost immediately by infra-red rays, and only the highest allow- 
able temperature, just under dull red heat, is able to produce thermo-^ 
luminescence without renewed excitation. In the case of calcium sulphide 
a very long exposure to infra-red rays was necessary to destroy the phos- 
phorescence, and no exposure was found to be long enough to suppress the 
thermo-luminescence completely. At the beginning of the experiments 
on calcium sulphide this fact was not recognized. If it had been, the 
powder could have been brought to an approximately standard condition 
by heating to a temperature a little higher than the highest temperature 
at which thermo-luminescence was to be studied. Fortunately, in every 
case the powder was exposed for one minute to infra-red rays of constant 
strength, hence it was always brought to a semi-standard condition. No 
extended attempt was made to compare the two methods, since the blue 
phosphorescence of calcium sulphide is a difficult color to measure in the 
photometer. 

The fluorescence spectrum of this sample of calcium sulphide is shown 
in Fig. 98. This curve was obtained by comparison with the light reflected 
from the surface of a block of magnesium carbonate illuminated by an 
acetylene flame. Two bands are indicated by the ciu^e, one with a maxi- 
mum at about 0.41^1 and the other with a maximum at about o.54ii.. 
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The dotted vertical lines show the wave-lengths of the lines of the mercury 
arc. The figure indicates the presence of stray light in the spectro-photom- 
eter, which lowers the zero line with respect to the curve and unduly 
exaggerates the ratio of the maximum of the band at 0.41 >x to the maximum 
of the band at 0.54^. The 
band in the blue is, how- 
ever, evidently much more ^^ 
intense than the other. 
This fact was shown by 
the color of the initial phos- 
phorescence, which was * 
blue. 

The effect upon the de- 
cay curve of varying the * 
length of excitation is 
shown in Fig. 99. These 
curves are plotted with 

distances of the standard ae « a* so m u 

light from the photometer ^''^- '^ 

, . , t ^ ' PIuorcvFDce spectrum of caldum sulphide rxcitrd br tti« viatble 

as OrdinateS and time spectrum ol ■ mercuir arc. 

measured from the end 

of excitation as abscissas. For short excitations the curves are concave 
downward throughout, but for longer excitations the bending is concen- 
trated in the first part of the curves. These curves are similar to those 
obtained with Sidot blende, except that the phosphorescence lasts much 
longer. Hence it is possible to get points relatively nearer the origin. This 



f the Icngtb of adtstioa. 



CurvFi A. B. D. sod F •roe Ukeu on the secaod day and the temaiodei oa the Gni day of the run. 

fact allows one to make a tentative deduction regarding initial intensity 
and length of excitation at room temperature. A study of Fig. 99 indicates 
strongly that the initial intensity is greater the longer the excitation, which 
is the impression obtained when getting the curves. Though it is impossible, 
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with this apparatus, to get a measurement much nearer the origin than 
0.8 of a second, yet the eye is sensitive to part of the change of intensity 
before this, giving one a means of estimating roughly the amount of change 
before the first measured point. The saturation effect is prominent, as 
was the case with Sidot blende. Saturation is shown both by the change 
of initial intensity and by the change in slope of the curves as the excitation 
is increased. 

In Fig. 99 some of the curves were obtained one day and the remainder 
on another day. One would expect curves B and C to coincide. The 
difference between them is probably due to the fact that the infra-red 
exposure does not reduce the powder to a standard condition. Curves D 
and E agree more closely than B and C. A curve, not shown in the figure, 
excited for 300 seconds, coincides with G. This coincidence may have 



been due to chance, but it is what would be expected, because the effect 
of previous history becomes of less importance as the length of excitation 
is increased. 

That the lack of agreement of cur\'es B and C is due to the previous 
history of the powder is substantiated by the fact that curve A was observed 
immediately before curve B, and curve G immediately before curve C. No 
deductions can be made for curves D and E, because the history of the 
powder pre\-ious to the excitation for curve E is not known. Curve D 
followed B immediately, but some preliminary work without infra-red was 
done before the infra-red treatment preceding curve E. 

The changes produced in the decay curve by varying the temperature at 
which excitation and decay take place are shown in Fig. 100. The part 
that previous history plays in these curves can not be estimated accurately, 
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but its effect is small, because the excitation, which is relatively a long one, 
was not changed during a set of curves. The curves were taken in the 
order that they are numbered. CmTe i, taken at room temperature, is 
similar to the typical decay curves shown in Fig. 99. As the temperature 
is raised the curves pass through a series of changes. Curve 2 begins con- 
cave upward, but changes during the decay to concave downward. Curve 
3 is practically a straight hne throughout. As the temperature is raised 
still farther, the curves again become concave downward throughout, 
differing not widely from the typical decay curves at room temperature. 
Another set of curves similar to those in Fig. 100 is shown in Fig. loi, 
where the length of excitation is 10 minutes. The double bending' is again 
exhibited in curve 2. 



at diffmnt wmpasturM. G™ 



The effect of previous history is shown in Figs. 102 and 103. These 
curves might readily be mistaken for curves showing the effect of varying 
the length of excitation. Fig. 103 also shows the effect of previous history, 
modified, however, with the effect of temperature. 

The decay of phosphorescence in the case of Balmain's paintwas studied 
some years ago by F. J. Micheli,' who has published decay curves of several 
phosphorescent substances, among them Balmain's paint. For the sake of 
comparison, several of these curves have been replotted in Figs. 105 and 106 
with 1 'V/ and time as coordinates. Fig. 105 showstheeffect of vaiying the 
length of excitation. Fig. 106 shows the effect of varying the tempera- 

dcMibk bending. Lata, the ntm on which Fig loo i) bucd were nude and Iht oppsraliis wa* ti»tnioeed 
lor sludy of anotber <ubslan« betoiE the significance of tbr douMc bendiag wu motriited. On looking 

■Arch. d« Sci. Pbyi. ct NaL., 12. p. s. i'<>oi. 
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ture at which excitation and decay take place. These curves and the 
curves given earlier in this article agree generally. Fig. io6 shows the 
effect of excitation and decay at a temperature lower than any used in this 
article. 



icitcd immediately atttt i 



In the case of calcium sulphide, it is not necessary to use a spectrophoto- 
meter to prove that there is more than one band included in the phenom- 
enon of phosphorescence, for under the influence of heat the color of the 
powder can be seen tD change from blue to green. 



Fig. 103. 
Curves o( Kig. loi repeated it ■ temtwriture of i]j° C. 

It has already been shown that the form of the phosphorescence decay 
curve may be closely approximated on the basis of two bands, each fdlow- 
ing the law 

This explanation was carried to some length in the earlier part of this 
chapter. But there seems to be no way of combining two decays, each of 
which follows this law so as to produce an upward bending. If it be sup- 
posed that one band increases in intensity as the other decreases, thai an 
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Upward bending is possible; but a downward bending is impossible unless 
both the bands subsequently decay together. This suggests that one of 
the bands may be due to some secondary effect, instead of being produced 



Seconaa 
Fig. 104. 
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by the exciting light. Such a band would increase in intensity a certain 
length of time, then decrease in intensity. If we suppose that the first 
band follows the law suggested, and that the second band follows the same 
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law after it has reached its maximum intensity, then the discussion pre- 
viously given still holds good, the supposition being that the second band 
is completely formed before the first point on a ciu^e can be measured. If, 
however, conditions can be changed so that a point can be observed before 
the second band is completely formed, then the curve will show initially 
an upward bending, as in curve 2, Figs. 99 and 100. If a band is formed 
by some secondary effect it will usually be present in the fluorescence 
spectrum because the excitation is continued long enough for the band to 
be formed. 

The effect of previous history can be explained without adding any com- 
plications to the ideas already set forth. In the case of Sidot blende, it 
was undoubtedly the band of longer wave-length that decayed more slowly. 
The same is true, probably, for calcium sulphide, for the color changes 
from blue to green when the powder is heated. In the case of the decay 
curve at room temperature, the intensity is too small for the change in 
color to be recognized by the eye. Assuming that the band of longer 
wave-lengths decays more slowly, and that this band is due to some 
secondary effect, then the action of repeated excitations without inter- 
vening treatment with infra-red might be to increase the intensity and to 
decrease the rapidity of decay of the second band without introducing any 
change in the rapidity of decay of the first band. Some indications of 
these effects can be seen in Figs. 10 1 and 102. 

It is unfortunate that the curves in Figs. loi and 102 were not taken 
in the reverse order, i. e., excitation of long duration followed by shorter 
excitations. Such curves, according to the ideas just set forth, should 
show parallelism after the decay had proceeded some time. Several of the 
sets of curves described in Chapter IV were taken in this order and they 
exhibit parallelism after decaying a short time. To explain completely 
the curves in Figs. 99 and 100 on the basis of a second band due to secondary 
causes is impracticable, because the problem is complicated by the addition 
of the effect of temperature. One assumption will necessarily have to be 
added, i. c, that there are certain temperatures at which either one or the 
other of the bands is most readily formed. This is a possible explanation 
of the fact that the decay curve becomes a straight line at one temperature. 

A number of sets of observations were made to show the effect of heating 
after decay has begun. In these experiments the powder was exposed to 
infra-red rays, then excited and allowed to decay at room temperature, heat- 
ing being begun at a definite point on the decay curve. Figs. 107 and 108, 
in which the coordinates are intensity and time, show the effect of varying 
the length of excitation. The double flash mentioned in the case of ^dot 
blende is plainly evident in the curves, and in the experiment it was evident 
to the unaided eye. The color also varied, being blue for the first flash and 
a yellowish green for the second. At the longest excitation the second 
flash is barely visible in the photometer, the only evidence of its existence 
being a slowing up in the rate of decay. As the length of excitation is 
decreased, the second flash becomes, relative to the first, greater and greater. 

At lower temperatures the second flash becomes less evident, and this 
peculiarity of the curve for 600 seconds excitation, as shown in Figs. 107 
and 108, no longer exists. For the lower temperatures the second flash for 
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600 seconds excitation is greater than that for any shorter excitation at the 
same temperature. At a temperature near ioo° C, the second flash is no 
longer evident in the curves. 



Fig. 108. 
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It is evident that two baods are represented in the preceding curves. 
Any one of these curves is probably made up by the superposition of two 
curves, each of these component curves representing the flash for one of the 
bands. If one considers the first flash in Pigs. 107 and 108, it will be seen 
that the curves resemble closely corresponding curves obtained with Sidot 
blende. The maximum intensity increases with length of excitation and 
occurs later and later. . The areas included between thecurves and thecoor- 



Seconds 
Fig- 109. 
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dinate axes increase with the excitation. The effect of saturation is shown 
both by the change in areas and by the change in the maximum intensities. 
The observations have been plotted in Fig. 109 so as to show the relation 
between maximum intensities and lengths of excitation, in which case if one 
considers the first flash alone the curves are similar to those already given 
for Sidot blende. The effect of changing the temperature of the furnace 
is shown in Fig. no. 



Fig. 110. 
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The second flash does not always follow the laws of the flrst flash, as can 
be seen in Fig. 108. As the length of excitation is increased, the maximum 
intensity of the first flash occurs later and later, while the maximum of the 
second flash occurs earlier and earlier. This effect is not well defloed in 
Fig. 107, due perhaps to the fact that the flash is of smaller intensity and 
consequently more difficult to follow accurately. The effect of saturation 
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in the case of the second flash is shown in Fig. 1 1 1 . These curves indicate 
that an increase in the length of excitation beyond a certain length does 
not increase the maximum intensity, but decreases it. 



Seconds 
Fig. III. 

■t IcDith ol eidlalioa. 
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Fig. 107). 

The relation between the maximum intensity of the second flash and 
the temperature is shown in Fig. ria. This figure corresponds closely to 
Fig. 1 10, which shows the corresponding relation for the first flash. 

Fig. 113 shows the effect of delay in heating and Fig. 114 the same 



Fig. I 



Fig. 113. 

ESecC ol delay in heating. TimemeaiumKroniendaf eiciUtion. Excited 60 secoodi al 
Trmpenitiire of furnace. ng° C Curve A. decay at room lempelature. The tin 
of eicitalioa and the beginaing of beating is ai loUain: Curve B. 1.1 secood); C. 
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curves plotted with time measured from the beginning of heating. Here 
again, if one considers the first flash aione, the curves are similar to those 
shown in the case of Sidot blende. The longer the delay in heating, the 
less intense the flash and the later the maximum intensity of each flash. 
Furthermore, the time of decay at one temperature and constant length 
of excitation is constant. It is difficult to make any deduction from the 
points representing the second flash. 

Another set of curves similar to those shown in Fig. 1 13 is shown in Fig. 
115. These curves show that the second flash becomes relatively larger 
with respect to the first as the excitation is shortened, and under suitable 
conditions, as in curve C, may become considerably larger than the first. 



Fig. 1.4- 

It is difficult to say how much difference exists between the behavior of 
Sidot blende and Balmain's paint. The decay curves at room temperature 
are very much alike. As the temperature is raised both decay curves 
become straight lines, but Balmain's paint shows a transition through a 
double curvature decay before reaching the straight line decay, while Sidot 
blende does not exhibit this phenomenon. Above the temperature at 
which the decay curve becomes straight, Balmain's paint shows a decay 
approximating the decay at room temperature, while in the case of Sidot 
blende the decay is too rapid to be followed with the available apparatus. 
The decay of Sidot blende is so rapid that one can not get enough points 
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on a curve to say positively that it does not exhibit double curvature at 
high temperatures. In the cases where the powder is heated after excita- 
tion, Balmain's paint shows a double flash under some conditions, and one 
flash uader other conditions, while Sidot blende shows one flash under all 
conditions, unless it be admitted that there are indications of a double flash 
in some of the Sidot-blende curves, in which case the two substances show 
substantially the same curves. Considering the first flash only, there is 
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perfect agreement between the curves of Sidot blende and Balmain's paint. 
The action of infra-red is more marked in the case of Sidot blende, but 
otherwise there is no marked difference. The fluorescence spectrum shows 
two bands in the case of each substance, but there is one point of difference, 
in that the band of shorter wave-length is more prominent in the case of 
Balmain's paint and less prominent in the case of Sidot blende than the 
band of longer wave-length. 



CHAPTER VII. 

STUDIES OF PHOSPHORESCENCE OF SHORT DURATION. 

By the methods described in Chapters IV and VI of this memoir it is 
difficult to make observations of phosphorescence within less than 0.4 
second of the close of excitation. This suffices for the determination of 
the form of the cur\'e of decay with the exception of the region very near 
the origin. There are, however, many substances exhibiting brilliant initial 
phosphorescence where the effect fades to unmeasurably small intensity 
within a few hundredths of a second. 

It is of considerable interest and importance not only to determine the 
curves of decay of such substances, but also, since Lenard^ in a recent paper 
has questioned the linear relation between I'^ and time during the so-^ralled 
first process of decay, to study the earhest portions of the first process in 
the case of phosphorescence of slow decay. 
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Fig. 116. 

Messrs. Waggoner and Zeller at our suggestion have investigated these 
questicms at some length, using a new type of phosphoroscope of especial 
design and working independently of each other. The present €ii^>ter 
contains a summarv of their researches. 

DR. WACOONER-S STUDIES IN PHOSPHORESCE.VCE OF SHORT DURATION.^ 

METHODS OF ME.ASUREMENT. 

The phosphoroscope used in these measurements is shown in Fig. ii6« 
It consists c^ a disk D, fastened to a o'Hnder JL, rotating about a hfjnxf/atsd 
axis. On the inside oi L is 3, shaft K which rotates at the same speed as 
the cylinder. On the end of K is a plane mirror, placed 45"' to the axis oi 
the shaft, and b>' use of the mechanism at C the pfmtifm fA the mirror^ 
rdative to any point on the disk D, may be shifted while the disk is ffAstXin^. 
The disk has an Ofptning at O, through which the light from the <park £ 
may pass at each successive revolution and excite the sptcimtn placed at /. 
If the mirror is in the position shown it will rcrflect into the siit of a ^jcc- 
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no STUDIES IN LUMINESCENCE. 

trophotometer the light which comes from the phosphorescent screen F 
while it is being excited by the spark. By moving the rod R the mirror 
is turned so as to reflect the light from the screen F into the spectrophoto- 
meter some time after excitation, and in this way the intensity of the phos- 
phorescence after successive excitations may be measiu-ed by the spectro- 
photometer A B, The cylinder L is driven by a motor belted to it over the 
pulley P. 5 is a worm driving a cog wheel, which serves as a device for 
recording the speed by making an electric connection with a chronograph 
once in every hundred revolutions of the disk. Current for the motor 
was taken from a dkect-current source having a special device for main- 
taining constant voltage, and the speed of the motor was found to remain 
almost constant. The disk D has a second half-disk fastened to the first 
(not shown in the figure) by which it is possible to change the size of the 
opening at O. The essential advantage of this phosphoroscope over others 
is that the decay of the phosphorescent light may be studied without chang- 
ing the time of excitation. Another featiu-e of this method is that settings 
on the spectrophotometer for any curve may be repeated as often as desired 
and the time taken for the determination of each setting may be as long 
as desired. The results shown in the curves that follow were determined 
from two different settings of the spectrophotometer for each point, and 
the plotted point represents the average. 

The source of excitation was the spark between iron terminals. To 
produce this spark an induction coil was connected to a source of alternating 
current of 60 cycles frequency, a small condenser being connected in mul- 
tiple with the spark gap. In order to study the effect of decreased time of 
excitation, it was found necessary to increase the frequency of the spark, 
this being accomplished by connecting it to a source of alternating current 
giving 140 cycles. With this higher frequency the chances of the spark 
exciting the screen at each turn of the disk is greater; the higher frequency 
spark was also used as a check on the ciu-ves taken at the lower frequency. 

The light from an incandescent lamp connected to a constant potential 
source was used for comparison in the spectrophotometric measurements. 

METHODS OF PREPARING THE PHOSPHORESCENT COMPOUNDS. 

The phosphoroscope just described, although it has a considerable range 
as to speed, is especially adapted to compounds whose phosphorescence 
decays rapidly. A number of such compounds were prepared and were 
studied along with several specimens of willemite whose decay was of suit- 
able rapidity. 

In preparing the compounds the methods given by Wiedemann and 
Schmidt^ and Andrews' were followed. The ease with which these com- 
pounds may be prepared and the intensity of the phosphorescent light 
given off when they are excited by the spark seem to warrant a rather 
detailed account of their preparation. 

ZnCh+MnSO\} — Some zinc chloride prepared from metallic zinc was 
dissolved in a small quantity of distilled water. A small trace (usually less 

*Wied. Ann.. 54, p. 604, 1895. 'Science, xix, March 1904- 

'MnSOi was selected as an active salt in a number of cases, since it has been found by Lenard and Klatt 
(Annalen der Physik, 15, p. 243, 1904) that with this salt the intensity of phosphorescence is less affected 
by varying the concentration than with any other active agent. 
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than I per cent) of MnS04, dissolved in water, was added to the ZnCU 
solution and the whole brought to the boiling point. An equal volume of 
sodium silicate, as the flux, was then added and the whole evaporated to 
dryness. On being exposed to the spark, faint green phosphorescence 
could be seen. It was then placed in a porcelain crucible and heated to a 
bright red for 2 hours. When cool it showed pale green fluorescence when 
exposed to the spark, and when the exciting source was cut off it was found 
to have considerable bright green phosphorescence. A sample of the 
powder at this point was kept and marked ZnCU No. i. The remainder 
of the powder was heated to a bright red for 3 hours and when cool showed 
both fluorescence and phosphorescence of greater intensity than did ZnCh 
No. I. A sample of this was saved and marked No. 2. The remaining 
powder was heated 2 hours at a bright red; on examination when cool it 
was found to have lost some of its original phosphorescent intensity. This 
was marked ZnCU No. 3. 

CdCh+xMnSOi, — Substituting CdCl2 for ZnCl2, but giving it exactly 
the same treatment, it was found that it was necessary to heat the compound 
at a bright red for 3 hours before the phosphorescence was very intense, and 
that subsequent heating had no marked effect on its phosphorescent in- 
tensity when exposed to the spark. The fluorescence was pink and the 
phosphorescence dark red. 

CdSOi+xMnSOA' — Some CdS04 was dissolved in water with a small 
trace of MnS04 and the whole heated to dryness without adding the flux. 
The resulting white powder showed pale yellow fluorescence, and an orange 
yellow phosphorescence of much longer duration than the zinc compounds. 

ZnSOA+xMnSOi. — ZnS04 substituted for CdS04 and treated in the 
same way resulted in a white powder which showed pink fluorescence and 
bright red phosphorescence, but the intensity was too small to be measured 
by the method used. 

Some ** chemically pure" calcium sulphide was purchased with the view 
of trying to prepare compounds of CaS and MnS04, but it was found to be 
already an active phosphorescent compound having a brownish-red color. 

Two large pieces of willemite, showing brilliant green phosphorescence 
with the iron spark, were studied. It was found that their rates of decay 
were not the same. The sample having the slowest decay was marked 
willemite No. 5. The sample having the very rapid decay was crushed 
into a fine powder, a sample made into a screen and marked willemite No. i . 
Part of the powder was heated to a bright red heat in a porcelain crucible for 
45 minutes. This was marked willemite No. 2. The remainder of the 
powder was heated for 2 hoiu-s at a bright red, and marked willemite No. 3. 

One ZnCl2+:«:MnS04 sample made by W. S. Andrews, Schenectady, 
N. Y., was also studied. 

For purposes of study, screens were made by placing the phosphorescent 
powder on small squares of heavy dark brown cardboard, the cards having 
been covered first with white *'zapon'' varnish. 

Among the preparations just described was one of cadmium sulphate 
and manganese sulphate made by simply evaporating to dryness a water 
solution of the two salts. After studying this compound it was put aside 
for several months and when taken up later for further work it had lost 
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its power of phosphorescence under excitation by the iron spark, but on 
being heated it regained its former brilliancy. This led to the suspicion that 
these simple salts are photo-luminescent only when in the anhydrous condi- 
tion, and subsequent tests showed this to be true of all the compounds studied. 

The fact that moisture affects the photo-luminescence of cadmium salts 
may be shown by exciting the anhydrous phosphorescent compound by an 
ultra-violet soiu-ce and allowing the light to decay for several seconds. 
Now if a drop of water be placed on the decaying compound the residual 
light will flash out brilliantly for an instant and then disappear very rapidly. 
It was first thought that this phenomenon was due to the changes which 
take place within the salt as it takes up water of crystallization. The 
thermo-phosphorescence of the cadmium compounds, however, is quite 
marked, and Dr. Kortright, of the Department of Chemistry, West Vir- 
ginia University, suggested that the effect might be partly due to thermo- 
phosphorescence brought about by the heating which accompanies the 
process of hydration. To obtain some idea of the rise in temperature, 
several grams of anhydrous salt were placed in a test-tube with a ther- 
mometer, and water was added. The rise of temperature was found to be as 
much as 5° C, which would account in a large meastu-e for the phenomenon 
purely on the basis of thermo-phosphorescence. Alcohol, which is not a 
solvent for cadmium sulphate, was tried, but gave no effect. 

The fact that these cadmium compounds do not show photo-luminescence 
when in the crystalline state led the writer to try some of the original cad- 
mium sulphate from which the compounds with manganese were made ; and 
when the water of crystallization was driven off, the salt was found to be 
highly phosphorescent. The color of the phosphorescence was similar to 
that when a manganese salt had been added, but was less intense. When 
subjected to kathode rays the sulphate showed more brilliant fluorescence 
but less phosphorescence than when excited by the spark. 

An attempt was first made to purify the original cadmium sulphate by 
forcing it out of water solution with sulphuric acid, but this treatment 
increased rather than decreased the intensity of phosphorescence. 

Another method was to precipitate the cadmium with hydrogen sulphide 
as cadmium sulphide, wash it with water till free from sulphates, then re- 
dissolve the sulphide in sulphuric acid, crystallizing the salt formed. This 
sulphate still gave a brilliant yellow phosphorescence under both the iron 
spark and the kathode rays. 

The next method was to crystallize the salts in fractions from water 
which was slightly acidified with sulphiuic acid to prevent hydrolysis. 
The mother liquor was saved in this case and the crystals redissolved and 
crystallized out. It was found that the phosphorescence of the successive 
crystals, as they separated out from the retained mother Uquor, decreased rap- 
idly in intensity and at the end of the seventh fractionalization was almost 
nil, thus indicating the presence of an impurity less soluble than the cadmium 
sulphate. This view was supported by a micro-chemical test made by Dr. 
Wilkinson^ showing the presence of sodium and a slight trace of zinc. 

In casting about for a cadmium sulphate free from phosphorescence 
numerous samples were tried and it was found that the ** tested purity" 
cadmium sulphate made by Eimer and Amend was free to a remarkable 

'Journal Physical Chem., xin, p. 719, 1909. 
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degree. The phosphorescence, under the iron spark, of the anhydrous 
powder was so small that it was necessary to stay in the dark room a long 
time before the eye became sensitive enough to detect the phosphorescence 
at all ; and even then one could not be sure of the color. The analysis of this 
material given on the bottle was as follows: ** Cd, 52.84 per cent; SO3, 47.15 
per cent; As, none; Zn, none." This material was tested by the kathode 
rays and it was found to show neither fluorescence nor phosphorescence. 

That a zinc salt, when added to a cadmium salt, or vice versa, would 
produce a phosphorescent compound has been pointed out by Wiedemann 
and Schmidt.^ This fact led to the suggestion that the presence of small 
traces of zinc in cadmium salt, or vice versa, might be detected by the 
photo-phosphorescence which these compounds show, and some rough 
tests were made showing photo-phosphorescence with less than one part 
of zinc sulphate in 10,000 parts of the phosphorescent-free cadmium sul- 
phate. The phosphorescent color was green, but the intensity was not 
so great as when a sodium salt is added to a cadmium salt. 

The pure cadmium sulphate is very susceptible to a small impurity; 
how susceptible will appear from the following experiment: Some water, 
which was twice distilled in an all -glass still, was placed in a bottle and 
allowed to stand over night. The following day this water was used to 
dissolve some of the pure cadmium sulphate and was then driven off. 
When the cadmium sulphate was tried under the ultra-violet source it was 
found to be highly phosphorescent. 200 c.c. of this same water when 
evaporated down in a platinum dish left a residue so small that it could 
not be seen except when the platinum dish was at red heat. 

Cadmium Sulphate-Sodium Compounds, — Starting with the phosphor- 
escence-free cadmium sulphate, a series of preparations was made by the 
addition of various salts of sodium. The method used was that already 
described. It was to dissolve the crystals of sodium salt and cadmium 
sulphate in water; slowly evaporate the solution to dryness, and test the 
compound for phosphorescence, when it reached the temperatiu'e of the 
room, by exciting by the iron spark. The compound, from the original 
crystals to the final test, was kept in a large platinum dish and every pre- 
caution was taken to prevent impurities from entering the solution. 

The water was twice distilled in an all-glass still and used immediately 
in order to prevent it from taking up sodium from the glass container. 
To produce an even and easily regulated temperature a small electric fiu'nace 
was made by wrapping "nichrome" ribbon around a porous battery cup; 
this proved to be a very satisfactory arrangement, for the platinum vessel 
could be placed inside of this furnace and covered over lightly to prevent 
impurities entering from the air while evaporation was taking place. 

Only readily soluble salts of sodium were used; and each one was tested 
in the anhydrous condition for the presence of phosphorescence. In one 
or two cases it was necessary to recrystallize the salt to free it from the 
impurity causing the phosphorescence. Several different percentages of 
cadmium and sodium were tried and it was found that the intensity of phos- 
phorescence depended somewhat upon the percentage of sodium present; 
but so far as the tests were carried no change was produced in the color 



»Wicd. Ann., vol. 56, 1895. 
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of phosphorescence by rather wide variations in the percentages of the added 
sodium. In most cases of the compounds recorded in Table 17 the amount 
of sodium salt present was not far from i per cent. 

An inspection of Table 17 shows that the color of the phosphorescence 
of cadmium salts with sodium ranges from blue to yellow. In all but two 
cases the intensity was very small — so small as to make it impossible to 
obtain from these compounds reliable curves of decay with a spectro- 
photometer. Doubtless all of these could be increased in intensity by find- 
ing the suitable proportion of sodium. 

Table 17. 



Sodium salt added. 


I*hosphoresccnt color. 1 


Spectrum. 


■ 


Na2S04 


Yellow. ' 




NaaSaO, 


No phosphorescence.' 






Na^SiOj 


Blue. 


0.486/i) max. . .510/1, 


0.604/1 


NaHP04 


Faint green. ' 






NaN03 


Faint yellow. 






Na2Mn04 


Greenish yellow. 


.522/i, max.. .566/i, 


.616/i 


NaFl 


Greenish yellow. i 


.474/u, max...574M, 


.6l2/i 


Na,Cr04 


No phosphorescence.' 




! 


NaOH 


No phosphorescence. 






NaCl 


Green. | 


.510M, max.. . , 


.580M 


NaClO, 


Faint yellow. 




' 1 


Na^CO^ 


No phosphorescence. 






NaBr 


Blue. i 


.414/i, max. . .480/i, 


.600M 


Na2B407 


Pale green. 






NaaCrOj 


No phosphorescence. 






Na2S04Al2 (804)3 


Faint green. 




I 



DISCUSSION OF RESULTS. 

The results of the study of the substances just described are indicated 
by means of decay curves plotted, like many of those which appear in 
Chapters IV and VI, with /~- as ordinates, and times, counted from the 
close of excitation, as abscissas. It will be seen that the curves have the 
same general characteristics as those obtained by the measurement of 
long-time phosphorescence. They may be regarded as consisting of two 
straight lines merging into one another. 

The curves in Fig. 1 1 7 are decay curves typical of three of the substances 
studied. In the case of curve A (willemite No. 5) the decay was so rapid 
that it was difficult on account of the small intensity of the light to follow 
the "second process" very far. 

In each curve one point has been plotted to the left of the zero on the 
ordinates. This observation is made on the fluorescent light, i, e., it is the 
intensity of the light coming from the screen when the mirror is in position 
to reflect the light which comes from the screen during excitation. The 
zero point, or the point where the exciting light fails to be reflected into 
the spectrophotometer, was determined by placing a piece of white paper 
in place of the screen. 

Since the induction coil furnished at most 120 discharges per second it 
will be seen that, for the time of excitation employed in the measurements 
illustrated in Fig. 1 17, three sparks per revolution of the disk is the maximum 
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number thatcould passwhile the screen is exposed. Itwould seem then that 
the excitation might be uncertain and irregular. These excitations, how- 
ever, follow each other very rapidly; for example, in curve B, Fig. 117, the 
rotating disk makes a complete revolution in 0.108 second, and since 10 to 
20 seconds were required to make a setting of the spectrophotometer, what- 
ever changes take place in the spark during successive excitation, the reading 
is an average value of the intensity at that point. In order to make sure 
of this, readings were taken starting with the lowest intensity and ending 
with the highest, then starting with the highest and following the decay to 
the lowest value of intensity, the points plotted being an average of the two 
settings for each point on the curve. 

If the substances here studied exhibit the same hysteresis phenomena 
that have been found in Sidot blende and several other substances,' the 
decay curves obtained by this 
method are probably not the same 
as would be observed if it were 
possible to restore the substance 
to a standard condition between 
successive periods of excitation, 
for example by the action of infra- 
red rays. In using these curves 
to test any theory of the decay of 
phosphorescence, this fact must 
of course be taken into considera- 
tion. 

The curves in Fig. 1 18 indicate 
a much slower decay than those 
shown in Fig. 117. The initial 
decay or first process, however, 
is quite rapid. These curves were 

more difficult to obtain, since the (, ^^ _o* -m 

maximum of intensity lay in the Seconds 

yellow-red, while the substances Fig. 1:7— Decay curves, 

whose curves are given in Fig. Curve a. wutemiie Ho. s. lime oi cidtnioo □.036 

t I7have a green phosphorescence. curve 0. Andrews ZnCh. time or eicitation D.oi; 
On thisaCCOUnt the pointsare less Cu'rJTc* ZnCI. No. 3, time o( excllnHan o 16 second. 

accurately determined than in 

Fig. 117. It is evident, nevertheless, that the curves have the same 

general character and consist of two straight lines merging into each other. 

All the substances mentioned in this chapter are excited to fluorescence 
by kathode rays. The mixture containing CdSOi was especially brilliant 
and exhibited kathodo-luminescence of an intense yellow color. They 
were also excited to some extent by X-rays, the CdSOi again showing the 
greatest intensity. In all cases the phosphorescence excited by X-rays 
was too small to be measured with the present apparatus. 

The curves given in Fig. 1 19 show the change in the decay of willemite 
after heating. Curve L shows the decay of the untreated willemite. 
Curve M shows the decay after heating the willemite for 45 minutes at a 

>Se« Chapter? IV •nd V. 
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bright red heat. It is clear from the curves that the heat treatment has 
decreased the initial intensity and made the decay less rapid; both these 
changes may be observed by the eye alone if the two screens are excited 
in a dark room. Willemite No. 3 which had been heated 2 hours was found 
to give a cur\'ewhose points fell so nearlyon curve Af that it was not plotted. 
The effect of heat upon the decay in ZnCIj+arMnSOi is similarly 
shown in Fig. 120. Curve H represents the decay in a sample of the sub- 
stance taken as a dry powder, which was prepared by heating the mixture 
only 2 hours at a bright red. Curve K represents the decay of a sample 
heated 5 hours, and curve G after 7 hours heating. The curves show that 
the first heating was not sufhcient to bring out the initial brightness and 
longer decay of the substance, and that there is a time limit to the heating 



Seconds Seconds 

Fig. 118. Fig. 119. 

Shooine the d«s]' in dlSctm subsunna. Showing cflect o[ the heat trcBtment. 

Curve D, CtS, time o( excilslion 0.033 stc. Curve L, wiltemile No. 1, time of eidtn- 

E, CdSO.. o.oji tkm o.oii sn. 

F, CdCl:. 0.031 Curve Jtf, nillemile No. I. lime o( eidta- 

necessary to produce maximum intensity; for on heating beyond this the 
initial intensity becomes less. From the behavior of this artificial com- 
pound it would seem that the natural willemite shown in Fig, 119 had 
reached a maximum heat treatment already, for further heating decreased 
its initial intensity. The slope of the curves in Fig. 1 20 indicate little change 
in the rate of decay after the initial drop ; unfortunately the intensity be- 
comes so small that it was found impossible to carry the curves farther. 
The readings in this region represent the average of a number of settings. 

The curves given in Fig. 121 show the effect of changing the time of 
excitation in ZnClj No. 3. This was accomplished by making the (^>ening 
of the disk in Fig. 1 16 smaller. It was found that when the 60-cyde curreat 
was used for the spark the curves taken with decreased time of excitation 



STUDIES OP PHOSPHORBSCENCB OP SHORT DURATION. II7 

were more or less irregular. This was no doubt due to the fact that with 
the small opening of the disk the irregularities of the spark were more pro- 
nomiced. However, on the 140-cycle current the curves were quite regular 
and could be duplicated very closely. The curves given in Fig. 121 were 
taken with the spark operated from the 140-cycle current. It will be noted 
that a decrease in the time of excitation brings about a more rapid decay. 

The curves in Fig. 1 2 1 also serve to confirm the results obtained with the 
60-cycIe current; for it will be seen that they have the same general shape 
as those given for ZnCli No. 3 in Fig. 117. 



Seconds 
Fig. no. 



BPPBCT OP INPRA-RBD ON THE INITIAL DECAY OF SIDOT BLENDE. 

The effect of infra-red on long-time phosphorescence is well known,' and 
it was natural to expect that short-time phosphorescence would be affected 
in somewhat the same way. The method of experimentation followed was 
to allow the light from the arc to fall on the phosphorescent screen through 
a piece of very dense ruby glass, and to compare the shape of the decay curves 
taken with and without the infra-red. It was found, however, that none 
of the short-time substances were affected in measurable amount. There 
was a slight indication of some change in the shape of the later portion of 
the decay curve, but the error in setting the spectrophotometer in this 
region, where the light is so faint, would account for the observed change. 

While the effect of infra-red on the decay of short-time phosphorescent 
compounds is so small that it can not be readily measured, the effect of 
infra-red on Sidot blende is well marked. 
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In Fig. 122, curve B, showing the decay under the action of the infra-red, 
is the average of a number of determinations and the shape of the curve is 
fairly definite. The data for curve A are, however, less reliable. There is 
some doubt also as to the shape of the curve during the first hundredth of 

a second. It was neces- 
sary to change the posi- 
tion of the disk on the 
shaft of the phosphoro- 
scope in studying the 
effect of infra-red and it 
is possible that the zero 
given may be incorrect, 
(. e., the points on the 
zero ordinate and per- 
haps the one following 
may be in thefluorescent 
o 01 o^ OS i>. « .06 .07 .06 .09 "'ght. and therefore the 
Seconds real phosphorescent de- 

Fig, laa. cay may have started at 

Cun-iashowingeHeetoliafta-redoninilialdrcByolSidotbleude. SOme later time thftn 

cn'^li\tfbMlt'^'^,m^^»"^^ the zero given. This 

possible error in the zero 
only applies to the curves taken in studying the infra-red and in no way 
iifTects the other curves. 

There is no question as to the effect of infra-red on the initial decay of 
Sidot blende, but owing to the very slow decay the shape of the curves 
may be more or less in error. 

DECAY CURVES FOR DIFFERENT WAVE-LENGTHS. 

In this determination the curves of decay were taken for different wave- 
lengths of the phosphorescence spectrum of several substances. So far 
ascouldbe seen with the spectroscopeall these spectra, atroom temperature, 
consisted of a single band, the location and extent of which in each case is 
indicated in Table i8. 

Tablr 1 6. 

with max. at 0.575*1 



CaS 


O.S3 t' 


DO. 64 *!■ 


CdCl, 


-545 ' 


■ .65 ^ 


CdSO, 


■514 ' 


' .6a3M 


ZnClj No, 1 


■40 ' 


' ■585^' 


Andrews' ZnClj 


■49 ■ 


' .545*1 


Wilkmitc No. I 


.46 ■ 


'• ■se M 



To determine the rate of decay of different parts of the band for any sub- 
stance, two methods were used. One was to take a number of decay curves 
at different wave-lengths of the band, and to plot a curve showing the inten- 
sity, at a fixed time after excitation, for the different wave-lengths. In the 
second method the mirror of the phosphoroscopewas fixed so as to reflect the 
hght from the screen a certain time after excitation ; then, by shifting the 
telescope of the spectrophotometer, the intensity of the phosphorescence was 
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determined for the different wave-lengths. The phosphoroscope was then 
adjusted to give the decay at a later period, and thelntensity for different 
wave-lengths was measured in the same way. Both of these methods gave 
the same results, i.e., that all portions of the band seemed todecay at the 
same rate. The curves shown in Fig. 123 are typical for all the substances 
studied. In none of the substances was there an indication of a shift of the 
maximum of the curve as the decay went on. If any change occurs during 
the decay it is too small to be detected by the method used. 

SPECTROPHOTOMETRIC STUDY OF THE CADMIUM- SODIUM COMPOUNDS. 

The time of decay of these substances is so much longer than that of 
the others considered in this chapter that the phosphoroscope already 
described was not well suited to their study. A new instrument was 
therefore devised for the purpose. This machine is a modification of the 
phosphoroscope described by Kester,' but is so constructed that it is possible 
to determine curves of decay 
without changing the time 
of excitation. 

Fig. 124 shows the top 
view of the apparatus for 
making the decay curves, 
W is an iron pulley 45 cm. 
in diameter mounted on a 
vertical shaft. The mass of 
the pulley being consider- 
able, it acted as a balance 
wheel on the driving motor 
to keep the speed constant. 
The speed was automati- 
cally recorded on a chrono- ^ *^* . ** ** '^^^ 
graph. The compound to ^^' '^^■ 
be studied was sifted lightly <^"^;i a«°<SSf i^^lu^^^nTm?^»^y^°' ' ' 
overa strip of paper covered 

with "zapon" varnish; the strip of paper was then placed on the rim of 
the pulley. The spark gap S was mounted in such a way that it could 
be moved to different points on the periphery of the wheel without in the 
least disturbing the speed of the wheel or the continuity of the spark. This 
made it possible to maintain a constant excitation and still obtain the inten- 
sity of the phosphorescence at various times after excitation. The phos- 
phorescent light to be studied enters the Lummer-Brodhun spectrophoto- 
meter at Ct. The comparison source is shown at Ci, and the telescope at T, 

Fig. 125 shows the phosphorescence spectrum of a cadmiu m- sodium - 
manganate preparation taken with the apparatus just described and with 
an incandescent lamp as the comparison source. 

Fig. 126 shows the phosphorescence spectrum of a cadmium-manganese- 
chloride compound. The distribution of intensities in these two cases is 
very similar and the spectra correspond closely with that of cadmium- 
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manganese-sulphate preparation previously observed, which showed a 
band extending from 0.514 to 0.623 f'l ^i^^ ^ maximum at 0.565 /i. It 
would seem from these results that the manganese salts produce, when 
added to a cadmium salt, a phosphorescent compound whose spectrum 
shows the same maximum, and is independent of the salt. 






Fig. 126. 
ie pboiphorcscencc ipcctniin of 



n CdSOi-MnCli i 



Of the sodium salts this is not true, for the colors are widely different. 
An attempt was made to measure the spectrum of all the sodium compounds, 
but in most cases the intensity was far too small to measure. 



Seconds 
Fig. 117. 



Decay curves were taken from all the compounds whose intensity was 
sufKcient to measure. All these curves show the same characteristics when 
plotted with the reciprocal of the square root of the intensity as ordinates 
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and time in seconds as abscissas. Fig. 127, which gives the decay curve 
for cadmium sulphate with sodium bromide, and exhibits the two straight 
lines merging into each other, is a typical example. 

SUMBIARY. 

The most important points brought out by the experiments here de- 
scribed may be briefly stated as follows: 

1. The decay curve when plotted with the values of /"* as ordinates 
and corresponding values of / as abscissas consists of two straight lines 
gradually merging into each other. In this respect the short-time and 
long-time phosphorescent compounds seem to be similar. 

2. The transition from fluorescence to phosphorescence is gradual, t. e., 
the curve shows no sign of discontinuity. 

3. The shape of the decay curve and the intensity depend upon the time 
of excitation. 

4. The effect of heat treatment is such as to change both the intensity 
and the rate of decay of phosphorescence. 

5. The effect of infra-red on short-time phosphorescence, if it exists at 
all, is very slight; but its effect on the initial decay of Sidot blende is quite 
marked. 

6. The experiments indicate that at ordinary temperatures all portions 
of the phosphorescence band decay at the same rate. 

THE EXPERIMENTS OF MR. CARL ZELLER.^ 

The experiments described below deal with the phosphorescence of three 
groups of compounds, namely, (i) the aniline dyes in their solid form; (2) a 
group of manganese compounds of known percentage concentration and a 
group of cadmium compounds, both prepared by C. W. Waggoner: (3) a 
group of four phosphorescent sul- 
phides furnished by Leppin and Ql 
Masche, and prepared by the method 
of Lenard and Klatt. — 

The phosphoroscope described on 
page 109 was used in connection with 
a special form of photometer, the 
arrangement of which is indicated in 
Fig. 128. 

In the diagram D is the revolving 

disk of the phosphoroscope, S the | 

spark gap, C the phosphorescent sub- ^ 1 ^ 

stance, M the revolving mirror. The 

photometer was made of two brass 

tubes Z and X set at right angles, Fig. 128. 

with a mirror A mounted at 45° at 

the point of intersection of their axes. The mirror was a piece of microscopic 

slide glass cut in the form of an oval with a hole in the center and then 

silvered. This, when viewed from £, gave a contrast field with a patch 

of phosphorescent light in the middle siurounded by a disk of light 



n 




•Carl A. Zeller. Physical Review, xxxi, p. 367. 
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reflected from the comparison lamp L. The color match was obtained 
by using screens consisting of films stained with various aniline dyes on 
glass. The lamp L was mounted on a photometer bar and could be moved 
through a considerable range of distances. 

THE ANIUNE DVES. 

The aniline dyes were dissolved in either zapon, gelatin, water glass, 
or collodion, and flowed on glass. The glass proved to be too phos- 
phorescent for its use; even oxidized brass emitted some light. Finally 
black broad -cloth was used as a background, and the samples were tested 
in powdered form, the phospho- 
roscope running at 2 200 R. P.M. 
From a lot of fifty samples ob- 
tained from Heller and Merz, 
the following show both fluores- 
I cence (F) and phosphorescence 

{P) in slight degree : Naphthyl 
I carmine, white; f blue, P very 

slight. Naphthyl sodium di- 
sulpbonate, gray; F blue, P 
shght. Phthalic anhydride, 
white; F light blue, P slight. 
Naphthol sodium disulphonate, 
gray; f blue, Pslight. Naphthol 
sodium monsulphonate, gray; 
F blue, P slight. Naphthol so- 
dium sulphonate, gray; F blue, 
P trace. Beta-naphthol, white ; 
F light blue, P trace. Tetra- 
.01 -02 .03 .04 .05 .06 chlor phthalic anhydride, 

Seconds white ; F blue, P slight. Alpha 

Fig. 119. naphthylamine ; F violet, P 

MuntiinHr-chkrride group. nngiDR (rem 001 to 10 Slight. Nitro-naphthylamiue, 

Sulphonate of soda, reddish; F blue, P slight. Several of these show 
marked fluorescence when dissolved. Eosin, fluorescein, and rhodamin, in 
powdered form, show no trace of phosphorescence, 

THE MANGANESE CHLORIDE GROUP NaCl-MnClj. 

The substances had been prepared by Dr. Waggoner by mixing solutions 
of MgCls and NaCl in known proportions and evaporating to dryness. 
The percentage of MnClj varied in different cases from o.oi per cent to 
2.0 per cent. 

The samples were placed on brown cardboard with zapon varnish. The 
phosphoroscope ran at 600 revolutions per minute, or one revolution in 
0.1 second. Time of excitation 0.025 second. The zero point was deter- 
mined by readings taken at the point where reflected white light just 
disappeared. In making a reading the mirror was turned just far enough 
to shut off the direct reflected light. The standard was then moved until 
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a definite match was obtained. The rest of the readings were made by 
moving the standard lamp one division and turning the mirror away from 
the zero point. The dimness of the phosphorescent light and the hmit of 
the machine allowed but seven or eight points at most. The data plotted 
are the averages of three or four readings. The phosphorescence of this 
group is a pinkish red. In Fig. 129 the curves are plotted with time of 
decay as abscissas and \l \/I as ordinates, ijs/l being proportional to the 
distance of the standard lamp from the photometer screen. The lower and 
upper parts of the curves are straight lines, becoming concave downward 
as they approach each other. Several of the curves happen to have points 
taken at the bend and would indicate two straight lines meeting. All of 
the curves plotted with /"' as abscissas show the upper and lower parts as 
straight lines, gradually merging into one another. 

The curves are in fact of exactly the same type as the decay curves 
obtained with Sidot blende.' A glance at the curves in Pig. 129 shows a 
marked tendency toward parallelism in both parts. According to the 
assumption of Wiedemann and Schmidt, that the light is emitted during the 



Percentage of concentration Decay curves for 

annpounds. Th 

Fig, 130, 5w^^uS 

Cds6i+MnCt-diflcnD(|KTcait; 

recombination of the products of the dissociation produced during excita- 
tion, this would indicate the same coefficient of recombination of the ions for 
the lower parts of these curves, and also the same, but slower rate in the up- 
per parts. In this group the compounds that have the greatest initial inten- 
sity have the longest period of decay, although there seems to be no relation 
between the initial intensity and the time of decay. The cadmium com- 
pounds (Fig. 131) show just the opposite relation. The different slant in 
the two parts of the curves indicates a different coefficient of recombination 
and a different rate of decayfor the two parts. The coefficient and the de- 
cay are smaller in the second part, showing a much slower process in the 
giving back of the stored energy. 

The greatest intensity was shown by the compound of 0.8 per cent con- 
centration. The relation between percentage concentration and initial 

iScc Clwptet v. 
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intensity is shown in Fig. 130 by plotting percentage concentrations as 
abscissas and initial intensities as ordinates. The initial intensities were 
obtained by extending the straight hne of the first part of the curves in 
Fig. 129 to the y axis and reading the y intercept from the scale. 

THE CADMIUM GROUP. 

The phosphorescence of the cadmium compounds is yellow-greea. Fig. 
131 shows the decay curves for three different compounds. These are 
characteristic decay curves, and follow the general form. The compounds 
CdSO,+NaCOj, CdSO^+NaClO,, CdSO.+NaCl, CdSO.+NaNO*. and 
CdSO*+NaBr were too dim to measure, but when exdted may be seen 
in a dark room for several minutes. In this group the specimens that have 
the most intense phosphorescence have the most rapid decay. 

SUBSTANCES OF SLOW DECAY, 

A number of phosphorescent sulphides, made by the method of Lenard 
and Klatt,' were obtained from Leppin and Masche, Berlin. They consist 
of a sulphide, an active metal, and a flux. 
Practically all long-time and short-time 
decay curves have shown two distinct 
8 processes, merging into one. By this 

method it was possible, using long-time 
specimens, to study the first part of the 
first process, for the very first interval of 
decay. The specimens were excited for 
0.008 second and the first readings made 
0.0014 second after excitation. The 
* cmT^es shown in Fig. 132, plotted with 

time as abscissas and /"* as ordinates, 
are in all cases straight throughout the 
2 range studied. These results, which are 

in agreement with the results of Wag- 
goner for Sidot blende, make it appear 
quite improbable that the behavior of 
°^ Secoirds °^ **>* phosphorescent sulphides during the 
Fig. ,3j. early stages of decay can be represented 

A. sr-Bi-Na phoipbomccncc. gr™.- B. sr- bv an exponential law, as has recently 
phMpborcMcnn.viDici;/;, Ba.cu-i.iphos- been predicted by Lenard.' It should 
phoroceEct, orange rtd, |^ pointed out. however, that the slant of 

the straight lines in Fig. 132 is such as to indicate an initial rate of decay 
far greater than that corresponding to what is usually called the "first 
process," or " Momentan-prozess," in the decay of substances of this 
class. It is possible that under the conditions of these experiments the 
decay curves of the phosphorescent sulphides consist of three p<ntions, 
each of which is hnear, or nearly so, when /~* is plotted against time. 



CHAPTER VIII. 

PHOTOGRAPHIC STUDIES OF LUMINESCENCE. 

Dr. C. A. Pierce, whose investigations of thermo-luminescence have 
been described in Chapter VI, has attacked by a photographic method 
some of the problems which arise in the study of the relations of fluorescence 
and phosphorescence and in the consideration of the form of the curve of 
decay. An account of his method and a summary of his results, which 
have an important bearing upon these questions, are given in the present 
chapter.^ 

THE DISTRIBUTION OF ENERGY IN THE FLUORESCENCE SPECTRUM AND THE 

PHOSPHORESCENCE SPECTRUM OF SIDOT BLENDE. 

The method used in the study of the distribution of energy in fluorescence 
spectra consisted of photographing on the same plate the spectrum of the 
excited substance^ and four spectra of an acetylene flame. Difi'erent in- 
tensities of the light from this flame were used for the four spectra, but the 
times of exposure of all four and of the fluorescence spectrum were the same. 
Knowing the distribution of energy in the acetylene flame,' the distribution 
in the fluorescence light was obtained by photometric comparisons of the 
spectra on the plate. 

During the set of experiments the fluorescent powder was contained in a 
square dish made of platinum foil. The foil was connected to and sup- 
ported by copper leads, so that the temperature of the powder could be raised 
and controlled by passing electric current through the foil. The temper- 
ature was measured, if different from room temperature, by means of a 
copper-constantan thermo-couple placed in the midst of the powder. The 
blue lines of a mercury-arc lamp were used to excite the powder. The 
various intensities of acetylene light were obtained by screening off all but 
the center of an acetylene flame and moving the flame with the screen to 
different distances from the slab of magnesia which reflected the light into 
the slit of the spectrum camera. The camera consisted of a direct-vision 
spectroscope set so that the spectrum could be focused on a sensitive plate 
held in a plate holder. 

The plates were handled and developed in complete darkness. The 
developer was freshly mixed from a stock solution and of a standard 
strength, and the length of development was timed, being for most of the 
plates 8 minutes. The temperature was brought to 20° at the beginning 
of development and the plates were rocked mechanically during the de- 
velopment. The plates were fixed, at first for 30 minutes, after washing 
in three separate waters, and the temperature of the fixing bath was brought 

'See C. A. Pierce. Physical Review, xxx, p. 663; xxxii. p.ii^. 

'The substance employed was the " Emanations-pulver " used in the experiments described in Chapter IV. 
K>n the distribution of energy in the visible spectrum, by E. L. Nichols; Physical Review, xxi, p. 147, 
Sept. 1905- 
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to 20° at the beginning of the fixing. Later not so much care was used in 
the fixing because it was found to be inadvisable to intercompare spectra 
on different plates. After fixing, the plates were washed in running water 
for about 30 minutes, then thoroughly rubbed by hand and dried. Each 
plate was dried in such a position that the last portion to drain was a part 
upon which no measurements were to be made. 

The distribution of denseness in any spectrum on a plate was obtained 
by pushing the plate past a brightly illuminated slit placed squarely across 
the spectrum, and measuring the transmitted light by means of a Lummer- 
Brodhun photometer. The source of light to illuminate the slit and the 
standard light consisted of two carbon -filament electric lamps with frosted 
bulbs. The light back of the plate was concentrated on the slit by a 
reflector. The current supplied to the lamps was held practically constant. 
It was found by actual test that a change of 5 volts was necessary to vary 
the relative intensities of the lamps enough to affect the settings of the 
photometer appreciably. The lamps were run at 6 per cent above normal 
voltage to increase the candlepower and were lighted only long enough to 
make the measurements. 



Fig. 133. 

The wave-length measurements were made by calibrating in wave- 
lengths the screw which pushed the plate past the slit on the photometer 
bar. A zero wave-length was obtained on the plate by photographing the 
three blue lines of the mercury arc superimposed on the different Spectra. 
These lines were in an entirely different region from that occupied by the 
spectrum of the fluorescence light. The calibration of the screw was made 
by photographing the entire visible spectrum of the mercury arc with the 
spectrum camera and setting one line after the other directly in front of the 
slit on the photometer bar. This slit was always opened just as wide as the 
width of the lines in the spectra and was placed parallel to these lines. The 
standard lamp was screened off by means of a variable slit, so that the pho- 
tometer could be used on whatever part of the bar was desired, 

I^'g- '33 shows the curves obtained by plotting the light transmitted 
through the spectra on one of the plates which had been exposed as de- 
scribed above. Each exposure was 60 minutes long and was made with the 
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slit opened 40 units. Curves 1,2,3, ^n"! 4 represent the spectra of acetylene 
light at intensities 32, 16, 8, and 4 respectively. Curve 7 represents the 
Spectrum of the fluorescence light. Curve 6 represents the distribution 
of energy in the acetylene flame and is assumed to correspond to curve 3. 
Then the energy curve corresponding to curve 2 will have ordlnates equal 
to 16/8 times the corresponding ordinates of curve 6, etc. Wherever curve 
7 crosses curve 3, the energy for that wave-length is represented by the 
ordinate on curve 6 for that wave-length. Wherever curve 7 crosses curve 
2 , the energy for that wave-length is 1 6/8 times the ordinate of curve 6 for 
that wave-length, etc. 

Since the curves intersect at only a few points, it was necessary to get other 
points on the desired energy curve by interpolation. This was done sys- 
tematically and as follows: Suppose wave-length n\ is under consideration. 
A curve is plotted with the intensities of acetylene, 4, 8, 16, and 33, as 
abscissas and the intersections of the vertical at ^1 with the curves i, 2, 3, 



Fig- 134. Fig. 135. 

and 4 as ordinates. From this curve is picked off the intensity of acety- 
lene that would have coincided with curve 7 at wave-length ;ii. Fig. 134 
shows six curves drawn in connection with Fig. 133. Curves 1, 2, 3, 4, 5, 
and 6 correspond to wave-lengths ^ = 0.50, 0.51, 0.52, 0.53, 0.54, and 0.55 
respectively. The circle on each curve shows the point picked off. On 
curve 6. Fig, 13+, 23.5 is the abscissa corresponding to 2.8, the ordinate on 
curve 7, Fig. 133, at ^ = 0.55. Hence the ordinate at n =0.55 on curve 5, 
I^'g- 133. which shows the distribution of energy of the fluorescence light is 
equal to -7— times 21.3, the ordinate on curve 6, Fig. 133, at ^=0.55. 

Curve 5, Fig, 133, shows the energy curve of fluorescence as computed 
from the other curves in Fig. 133. The curve has a well-defined maximum 
at /,( = o.55 and a minimum at |i = o.6o. The shape of the curve for wave- 
lengths greater than ;i = o.6o is uncertain. 

Fig- 135 shows another set of curves corresponding to those in Fig. 133. 
The length of exposure was 30 minutes for each spectrum with a slit width 
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of 20 units. The intensities of the acetylene flame were 32, 20, 12, and 6 
for curves 1,2, 3, and 4 respectively. Curve 6 is assumed to represent the 
energy distribution in curve 4, Curve 5, which shows the distribution of 
energy in the fluorescence light, is similar to the corresponding curve 5 in 
Fig. 133. This shows that the curve is not materially influenced by two 
factors, length of exposure and width of slit in the spectroscope. 

The Sidot blende was excited by three blue lines of the mercury-arc 
spectrum. While these lines are in a different region of the spectrum from 
that occupied by the fluorescence band, yet there was considerable halation 
shown on the plates about the three lines and it was thought that this might 
extend far enough to change the shape of the curves in the region of smaller 
wave-lengths. 

To test this matter a slab of magnesium carbonate was substituted for the 
Sidot blende and was illuminated in the same manner by the blue and 
violet lines of the mercury arc, 

A plate was exposed to the light reflected from this slab and also, as in 
the previous experiments, to four different intensities of acetylene light. 
Curves showing the amount of transmitted light are given in Fig. 136. 



Fig. 136. 

In this as in the previous ligures curves 1,2,3, ^"d 4 are for the acetylene 
light. Curve 5 indicates the transmission of that part of the plate exposed 
to the light of the mercury arc reflected by the magnesium carbonate. 
Since there is no indication of any effect it appears that halation from the 
mercury lines is inappreciable for wave-lengths longer than 0.46 n and that 
no error from this source occurs in the cur\-es marked 5 in Figs. 133 and 135. 

Experiments were also made with very intense negatives in an endeavor 
to obtain the shape of the energy curves for wave-lengths greater than 0.60 ;i, 
but on account of an apparent tendency to reversal in such negatives it was 
not found possible by this method to extend observations to these longer 
waves. 

PHOSPHORESCENCE AT ROOM TEMPERATURE. 

In order to obtain the distribution of energy in the phosphorescence 
light, it was necessary to add to the apparatus already described a shutter 
which would close the spectrum camera and excite the powder; then shut 
off the exciting light and open the camera. The shutter was operated by 
a constant -speed motor. Levers, springs, and triggers were so arranged 
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that the shutter operated in a small part of a second. The length of 
excitation and decay could be increased or decreased together by changing 
the speed of the motor, while either the length of excitation or the length of 
decay could be varied alone by rearrangement of parts of the controlling 
devices. The total time of exposure of the photographic plate to the phos- 
phorescence light was made equal to the length of exposure of the acetylene 
spectra. 

With the apparatus described above, the photographic negative of 
phosphorescence was obtained by light which varied in intensity, for the 
phosphorescence decayed after the exciting light was closed off in the 
manner characteristic of phosphorescent powders. However, if an energy 
curve is obtained similar to that for fluorescence, it seems reasonably certain 
not only that the energy curve does not change with decay, but also that it 
does not change when the exciting light is shut off. 



Fig- "37- 

Tig. 137 shows the energy distribution in the phosphorescence light of 
Sidot blende. The powder was excited each time for 8.75 seconds and 
allowed to decay 10.53 seconds. The powder was not exposed to infra-red 
before each excitation. The effective length of exposure of the photo- 
graphic plate was 60 minutes. Curves i, 2, 3, and 4 show the transmitted 
light of the photographic spectra corresponding to intensities of acetylene 
equal to 6, 4, 2, and i, respectively. Curve 5' shows the transmitted light 
of the phosphorescence spectrum. Curve 5 shows the energy curve for the 
phosphorescence light. 

It is seen that cur\e 5 is similar in form to the corresponding cur\'es for 
fluorescence. The phosphorescence spectrum, at least in the early stages 
of decay, is thus the same as the fluorescence spectrum. 

DISCUSSION OF METHOD. 

The chemical change made in a photographic plate depends upon the 
wave-length and intensity of the incident light and upon the length of 
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exposure. If several spectra are photographed upon the same plate and 
the length of exposure is the same for all the spectra, then the denseness of 
the different negatives at any wave-length will depend only upon the 
intensity of the incident light at that wave-length, assuming a small opening 
of the slit to the spectroscope, uniform development, non-halation, etc. 
Since intensity is proportional to the rate at which energy is received from 
the soiu^ce, the denseness of the different negatives at any wave-length 
depends upon the energy received from the soiu-ce at that wave-length. 
By making several negatives of one source of light of known energy dis- 
tribution at different distances from the spectroscope, ciu^es can be drawn 
showing the relation between energy received at any wave-length and dense- 
ness of negative. If a spectrum of another hght of unknown energy dis- 
tribution is photographed on the same plate, its energy distribution can be 
obtained by comparison of the denseness of its negative with the calibrated 
densities. The densities can be compared by means of the light transmitted 
through the negatives at different wave-lengths. 

If the slit opening in the spectroscope is not very small, the denseness of 
the negative at any wave-length will not depend alone upon the energy 
received at that wave-length, but will also depend upon the energy received 
at wave-lengths differing but little from the wave-length in question. 
Consequently a small dimple in a curve might be obliterated by a wide slit 
opening. The effect of slit opening can be tested by using different openings, 
finally using the one which experience shows to be best. 

The effect of halation is more troublesome than slit opening, and was 
present more or less in all of the negatives. The effect of halation is to 
broaden the band of energy distribution, but not to change the position 
of the maximum point of the band. It is believed that halation in the 
present experiments was not of sufficient effect to cause any serious error in 
the curves. 

The plates were developed immediately after the exposures, which were 
made one directly after the other, so that any error due to continued chemi- 
cal action after exposure in the film was eliminated as far as possible. 

The photometric measurements were difficult to make because of the 
large differences in the amount of light transmitted in different parts of the 
negatives. At the beginning of the experiments, four settings of the pho- 
tometer were made for each point measured. Later two settings were found 
to be sufficient, one approaching uniformity of illumination from each 
direction. The average of the two values calculated from the two settings 
was taken as the true ratio of standard and transmitted hghts. Remeasure- 
ment of a set of curves never proved any exceptional acciu-acy, but always 
gave the same type of energy curve with the maximum at nearly the same 
wave-length. Consequently the measurements can be said to be substan- 
tially correct. 

These experiments show that the energy curve of the fluorescence light of 
Sidot blende consists of a band extending from about /i = o.46 to m^o.6o, 
having a maximum at /z = 0.55 . There may be another band situated in the 
region of longer wave-lengths. Furthermore, the energy distribution in the 
fluorescence light and the phosphorescence light immediately after excita- 
tion is the same. 
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THE PHOSPHORESCENCE SPECTRUM DURING DECAY AND THE QUESTION OF 

TWO OVERLAPPING BANDS. 

In Chapters IV, V, VI, and VII of this memoir, the characteristic form 
of the curve of decay of phosphorescence for various substances and under 
a variety of conditions has been given and it has been shown to consist of 
two straight lines of different slopes which gradually merge into one another. 
In Chapter VI it was shown, moreover, that Becquerel's^ expression for 
the decay could be made to fit the actual curves by assuming the existence 
of two overlapping bands having very different rates of decay.^ 

In Chapter IV measurements on the phosphorescence of Sidot blende 
were described and it was shown that in the case of Sidot blende the spec- 
trum did not change its form during the first few seconds of decay .^ A 
similar result was obtained by Waggoner^ (see Chapter VII) for several 
other substances exhibiting phosphorescence of short duration. 

While the presence of overlapping bands of differing duration would 
necessarily cause a gradual change in the distribution of intensities in the 
phosphorescence spectrum as decay progressed, these measurements were 
not decisive, as against the hypothesis of the existence of such bands. It 
was found in the case of the Sidot blende that the "first process'* of decay 
lasted about 10 seconds, whereas the spectrophotometric measurements 
covered only 3 or 4 seconds. Dr. Waggoner's determinations likewise apply 
chiefly to the earlier stages of decay. 

The experiments now to be described were undertaken to provide further 
data bearing upon the two-band theory of phosphorescence decay. The 
two rectilinear parts of the typical decay curve differ widely in slope. 
Hence, on the assumption of two bands, most of the light before the bend 
in the curve is due to the band corresponding to the steeper straight line 
(see Fig. 79, Chapter VI). At the bend the light is due more or less equally 
to both bands; and after the bend the light is due mostly to the second 
band. With a method available for studying the light distribution before 
and after the bend, the two-band explanation would be proved or disproved, 
depending on whether a change was or was not found in the distribution of 
the light. 

As was shown in the first part of this chapter, the fluorescence spectrum 
of the substance used consisted of one prominent, symmetrical, smooth- 
sided band with a maximum at about /i = o.55 (see Fig. 133). The band 
extends, approximately, from /z = 0.46 to /x = 0.60. Furthermore, the energy 
distribution immediately after excitation (Fig. 137) is the same as in the 
fluorescence spectrum. 

The present work is concerned with the light distribution before and 
after the bend in the decay ciu^e. 



>H. Becquerel. Comptes Rendu.s, 113. p. 618, 1891. 
*See Chapter VI; also C. A. Pierce, Phsrsical Review, xxvi. p. 312. 
'See also Nichols and Merritt. Physical Review, xxi, p. 347. 
*C. W. Waggoner, Physical Review, xxvii, p. 220. 



STUDIES IN LUMINESCENCE. 



EXPERIMENTAL, 



The method employed to photograph the decaying band of phospho- 
rescence was based oil the assumption that the conditions and phenomena 
could be reproduced indefinitely, a fact already established for the substance 
under investigation. The phosphorescent powder, except in the case of Fig, 
140, which gives the results obtained with Balmain's paint, was zinc sul- 
phide, J. c, the sample of " Emanations-pulver" used in the investigations 
described in Chapter VI. 

The apparatus was that described on pages 130 and 131, but electri- 
cally operated shutters were used to excite the powder, to expose the plate, 
and to kill off the remaining phosphorescence with infra radiations before 
repeating the excitation. With this apparatus the decay curve could be 
photographed between any two points, time and time again, until an im- 
pression had been made on the photographic plate. Since, at best, the 
necessary exposure was very long, varying from a few hours to a much 
longer time, no attempt was made to deduce the energy distribution, but 
the photographic spectra 
were compared with each 
other, the principal weight 
being attached to the posi- 
« tion of the maximum of 

the band. Care was taken 
^ to obtain negatives of 

about the same average 
density, and of not too 
I great density, so that no 

comphcations could result 
.AG .50 .5-4 .59 .62 .66/1 from widely different or 

■p- , g complete chemical change 

of the films at any wave- 
length. With these precautions, negatives were obtained which showed 
defmitc maxima, and the results could be repeated asmany times as desired. 
The distribution of denseness on the photographic film was measured, 
at first, with a photometer, as in the previous experiments ; but this method 
was soon abandoned because of the eye strain induced by comparing very 
faint fields of light. The apparatus which was substituted consisted of a 
brightly illuminated slit placed before a \ery sensitive system of thermo- 
couples. The photographic plate was pushed past the slit by means of a 
screw calibrated in wave-lengths. Since the deflection of the galvanometer, 
which measured the current from the thermo-couples, depended upon the 
length of time that light was allowed to pass through the slit, a pendulum 
was made to light and extinguish the electric lamp which illuminated the 
slit, at predetermined intervals. With this apparatus results were obtained 
which were consistent with those obtained with the photometer, and the 
results could be repeated. 

Fig. 138 shows the data obtained by measuring a film with the pho- 
tometer (curve A ) and with the thermo-couple (cur\-e B) . In thisand in all 
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subsequent figures ordinates represent intensities of transmitted light. 
These two curves are consistent as regards genera] shape and the position 
of the points of minimum transmission. Since intensities of transmitted 
light are plotted, the minima of the curves correspond to the maxima of 
intensities of the spectra. Inspection will show that curve B is not the 
exact duplicate of eur\'e A ; the ratios of the ordinates at long wave-lengths 
are not the same as at shorter wave-lengths. This lack of similarity did 
not exist in many of the comparisons and was, quite likely, due either to 
eye fatigue or else to the gradual warming up of the plate under successive 
exposures to the light which illuminated the slit. 

Fig. 139 shows three curves corresponding to the decay of phosphores- 
cence. In curve A, the Sidot blende was excited for 9.75 seconds and the 
plate was exposed for 8.25 seconds immediately after excitation. The 
powder was exposed for about i minute to infra-red rays and the process 
was repeated over and over until a sufficient exposure had been secured. 



Fig. 139. Fig. 140. 

In curve B the powder was excited for 21 seconds, allowed to decay for 14 
seconds, then the plate was exposed for 15 seconds. In curve B the x-axis 
is raised so that curve B does not intersect curve A . In curve C the exci- 
tation was 5.5 minutes, the decay 1.5 minutes, and the plate was then 
exposed for i minute. The total time of exposure to produce the negative 
from which curve C was made was 72 hours. The negative was faint and 
the film was somewhat fogged, but remeasurements on the film always 
gave approximately the same curve. In fact, curve C is the average of sev- 
eral remeasurements. The minima of these curves occur at wave-length 
/'=0-555'*=ooo3. 

The bend in the curve of decay of the phosphorescence of Sidot blende 
occurs between 10 and 20 seconds after the end of excitation and is more 
pronounced the longer the excitation. Hence curve A in Fig. 139 is due 
chiefly to the hght corresponding to the decay before the bend, while curve 
B corresponds to conditions near the bend, and cuir-e C corresponds to 
conditions far beyond the bend. Or, in terms of the two-band theory, 
curve A corresponds mainly to band i ; curve B, to bands i and 2 ; and curve 
C to band 2 almost entirely. This set of curves shows no change in the 
maxima of the spectra, and indeed no set was obtained which showed any 
appreciable change. 
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The powder from which Balmain's paint is made, as will be seen by refer- 
ence to Chapter IV, shows a more pronounced bend in the decay curve than 
is the case with Sidot blende. Two determinations were therefore made 
using this substance and showing the character of the spectrum before and 
after the bend. For each curve (see Fig. 140) the excitation was 5 minutes. 
For curve A , the plate was exposed 20 seconds immediately after excitation. 
For curve B, the phosphorescence was allowed to decay 1.5 minutes, then 
the plate was exposed for i minute. No shift in the minima of the curves 
can be detected, while a decided change in the shape of the curves would 
be expected if the two-band theory is correct. 

A PHOTOGIUPHIC TEST OF THE EFFECT OF INFRA.RED lUYS. 

The effect of infra-red radiations in suppressing phosphorescence and 
fluorescence has been considered at length in Chapter V, in which exper- 
iments were described indicating that all parts of a fluorescence band are 
suppressed in the same ratio. As a check on that work and because, on 
the assumption of the existence of two bands, one band would in all prob- 
ability be suppressed more than the other, several runs were made in which 



Fig. 141. 
the fluorescence spectrum of Sidot blende under the influence of infra-red 
rays was photographed. These rays were obtained from a 16 c.p. lamp 
held 5 cm. from the powder. The >'isib]e rays were screened off by means 
of thin rubber. 

In Fig. 141 curve A corresponds to the fluorescence spectrum without 
infra-red excitation, and curve B with infra-red. The exposure of the plate 
in the latter was twice as long as in the former case. It will be seen that the 
minimum is not changed appreciably from /t = 0.555 ^y ^^^ exposure to infra- 
red and that the curves agree very well in form, except at short wave-lengths. 

In Fig. 142, curve A corresponds to the fluorescence spectrum without 
infra-red; curve B to the same with infra-red; and curve C corresponds 
to the phosphorescence spectrum just after excitation and is added for ease 
of comparison. In each case the minimum of the curve occurs at /i''0.555 
approximately. , 

The effect of infra-red excitation on the fluorescence spectnun, according 
to all of the curves obtained, is to decrease the intensity of the band; but 
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there is no change in the distribution of intensities that can be detected 
by this method and no measurable shift of the maximum. This result is 
in accordance with those recorded in Chapter V and it does not confirm 
the two-band theory of decay. 



THE EFFECT OF TEMPERATURE ON THE FLUORESCENCE SPECTRUM. 

It has recently been shown' that remarkable changes in the apparent 
complexity of fluorescence spectra are in some cases produced by changes 
in the temperature of the substance. 

To determine whether such changes 
as could be detected by the present 
method take place in the fluorescence 
band of Sidot blende when that sub- 
stance is excited at different temper- 
atures a series of photographs were 
taken, the results of which are shown 
in Fig. 143. 

This figure contains four curves 
corresponding to the fluorescence of 
Sidot blende at different temperatures. 
In each case the length of excitation y^ 

was varied so as to give, approximately, 
negatives of equal density, hence the 
dimming of the band at higher tem- 
peratures is not evident, though it 

occurred. In fact, the powder almost .so a* ,m jti/i 

ceased to exhibit fluorescence when the Fig. 143. 

temperature was raised sufficiently. 

When the temperature was lowered the powder would again show the 
same spectrum as before, provided a certain critical temperature had not 
been exceeded. The A:-axis is changed for each curve, so that the points 
may be entirely distinct from one another. Curves A, B, C, and D were 
obtained at temperatures 22°, 67°, 88", and 1 20° respectively. No shifting 
of the minimum can be seen. 
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DISCUSSION OF RESULTS. 

The accuracy of individual measurements with a non-direct method, such 
as the photographic method described in this chapter, is not great. Con- 
clusions must be drawn from the indications of many experiments, rather 
than from the too exact interpretation of a single determination. A general 
survey of the curves obtained, of which only few examples have been given, 
shows that the minima, corresponding to the maxima of the usual curves of 
distribution previously employed, occur within the limits X = 0.555//=*= 0.003. 
These limits were seldom exceeded and the variations were not consistent 
with each other. For some sets of curves the limits could be contracted to 
=*= 0.002 n or possibly to ±o.ooi/x. Hence, if the maximum of the band 
changed under any of the conditions, it must have been within the limit 
± 0.003 M and probably within even smaller limits. From certain considera- 
tions, such as the bend in the decay curve of phosphorescence, and the 
smooth, symmetrical shape of the whole band, one would expect, if the two- 
band theory is correct, a considerable change in the band under the condi- 
tions studied. No changes were found that were not explained by the 
limitations of the method. 

Hence the following conclusions are drawn from the work above : 

1 . The fluorescence and phosphorescence bands of Sidot blende coincide 
with each other. 

2. No change in the position of the band of phosphorescence occurs with 
decay in the case of either Sidot-blende or Balmain's paint. 

3. No change in the position of the band of fluorescence occurs under the 
action of infra-red rays. 

4. No change in the position of the band of fluorescence occurs with a 
change, between +20° and +120°, in the temperature of the powder. 

5. No change in the shape of the band, discernible by this method, was 
found under any of the above conditions. 



CHAPTER IX. 

A SPECTROPHOTOMETRIC STUDY OF CERTAIN CASES OF 

KATHODO-LUMINESCENCE.! 

The spectrophotometric study of luminescence has thus far been confined 
almost entirely to cases of photo-luminescence. It is of interest to inquire 
whether exciting agents other than light will give luminescence spectra of 
the same type, and to what extent the laws that have been found to hold 
in the case of photo-luminescence possess a more general application. The 
experiments on kathodo-luminescence described in the present chapter are 
of interest chiefly because of the bearing of the results upon these and 
similar questions. During the course of the work preliminary data have 
also been obtained with regard to the de- 
pendence of kathodo-luminescence upon 
discharge potential and current strength. 

The form of the vacuum tube used is 
shown in P'ig. 144, the substance to be 
tested being placed at S. In order to pre- 
vent disturbance from the fluorescence of 
the glass the specimen in some instances 
was placed in a metal inclosure which 
protected the glass from excitation by the 

kathode rays. The kathode, A', was a flat • ^— — 

aluminum disk. The fluorescent light was IJ 

reflected directly into the slit of the Lummer- ^ 

Brodhun spectrophotometer by a small ^ 

mirror at the side of the tube. An acetylene 
flame was used as a comparison source. 
Current was furnished by a motor-driven 
Holtz machine capable of giving a current of 



l^ 



0.6 milliampere. A galvanometer placed Fig. 144. 

in the circuit next to the grounded pole of 

the machine served to indicate the constancy, or lack of constancy, of the 

current through the tube. In most cases relative values only of the current 

have been recorded. The potential difference between the terminals of the 

tube was measiu-ed by a Kelvin electrostatic voltmeter and served as a 

sensitive indicator of changes in the vacuum.- 

Considerable difficulty was encountered in keeping the discharge through 
the tube steady. Sudden changes occurred in the intensity of the fluores- 

»The results contained in this chapter were in part presented to the American Physical Society, at the 
meeting held in Washington, April 24, 1908, and were published in the Physical Review, xx^^II. p. 349. 

'Since the absolute values of the potential used are of no great significance in the present work, we have 
plotted voltmeter readings rather than the actual values of the potential in the curves contained in this 
chapter. If the potential in volts is desired this may be found by multiplying the voltmeter deflection by 
3«5- 



138 STUDIES IN LUMINESCENCE. 

cence, even without any corresponding change in current or voltage, due 
apparently to some erratic cause producing either a deflection of the kathode 
rays or a change in the intensity of these rays. The most serious of these 
disturbances were traced to irregular leakage from the wires leading to the 
Holtz machine. This trouble was made more difficult to control by un- 
favorable atmospheric conditions, the work being carried on in the spring ; 
but the disturbances due to leakage were largely removed by using large 
rods in place of wires, and by avoiding sharp comers. It proved advan- 
tageous, also, to run the Holtz machine at full speed and to cut down the 
potential difference between the terminals of the tube by means of resistance 
in series. The necessary resistance was furnished by a tube containing 
absolute alcohol. Flickering persisted to some extent even with these 
precautions, and it was frequently necessary to discard the results of several 
hours work. The results given here were, however, taken under favorable 
conditions.^ 

It did not prove practicable to maintain the pressure in the tube constant 
during the time necessary for spectrophotometric measurements through- 
out the spectrum. Owing to a small leak, or to the development of gas 
by the discharge, the pressure gradually increased dining the course of a 
series of readings, so that at the end of about an hour it was necessary to 
reexhaust. In order to determine the luminescence spectrum corresponding 
to constant pressure conditions the following procedure was adopted: 

While one observer recorded the readings of the voltmeter and galva- 
nometer and, when necessary, operated the pump, the other made settings 
of the spectrophotometer as rapidly as possible, running back and forth 
through the spectrum until the whole region had been covered a number 
of times. Curves were then drawn for each wave-length at which settings 
had been made by plotting intensities, as measured by the spectrophoto- 
meter, against voltmeter readings. A series of such etudes is shown at the 
left in Fig. 145, which refers to a cadmium sulphate preparation. These 
curves all have the same general shape, and in most cases each curve 
contains enough points to determine its form with considerable definiteness. 
After the curves had been drawn as acciu-ately as possible the intensity 
corresponding to any particular voltmeter reading could be determined 
by graphical interpolation. The points which form the two curves to the 
right in Fig. 145 (marked I. V. M. 30 and II. V. M. 17.5) were deter- 
mined in this way for the voltmeter readings 30 and 17.5 respectively. 
For these curves the abscissas are wave-lengths expressed in fractions of /li 
as indicated. 

The procedure in the case of our experiments with willemite (Fig. 146) 
and Sidot blende (Fig. 147) was exactly the same as in the case of cadmium 
sulphate. A comparison of these three figures shows, however, that while 
the voltage intensity curves in Figs. 145 and 146 are similar, being in each 
case concave toward the horizontal axis, the corresponding curves in Fig. 
148 are almost exactly straight. The difference results from the fact that in 
the experiments corresponding to Figs. 145 and 146 the current through the 
tube diminished rapidly as the voltage increased, whereas in the experi- 

>It is probable that the trouble was due to electrostatic charges on the walls of the tube. A larger tube 
so constructed as to have the kathode at a considerable distance from the walls would probably have been 
more satisfactory. 
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raetits on Sidot blende (Fig. 148) the conditions as regards leakage were 
more favorable and the current remained nearly constant. During the 
observations corresponding to Fig. 148 the deflection of the galvanometer 
varied from 32 for the highest voltmeter reading (33.8) to 37 for the lowest 
voltmeter reading (11.7}. In the experiments with willemite {Fig. 146) 
the galvanometer deflection ranged from 7 to 25; and in the experiments 
with cadmium sulphate the range was from 15 to 31. 

The results obtained are plotted in Figs. 145 to 148 and are further 
discussed below. 

CdSOi+xMttSOi. — This substance was prepared by C. W. Waggoner, who 
has determined its decay curve when excited by the iron spark,' Excited by 
kathode rays it gave an intense yellow fluorescence, with scarcely observable 
phosphorescence. Close inspection of the powder showed occasional grains 



which glowed with an orange or red Ught. At the end of our experiments, 
after the powder had been bombarded by the kathode rays for about 10 
hours, the surface was found to have acquired a ruddy brown discoloration. 
Upon standing for several months the powder scarcely responded at all to 
excitation by the iron spark, but recovered its activity after heating. 

Inspection of curves / and //, Fig. 145, shows that the form of the fluo- 
rescence spectrum is independent of the discharge potential, and therefore 
of the velocity of the kathode rays, since it is dear that one of these curves 
might be obtained from the other merely by changing the scale. 

■WmreoiKr. Pbyiiml Rcvicir. xxvii. p. 109, 1908. 5« alw Cbapto VII of tt 
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The flu<H^escence spectrum was also dctenmiied for excitation by the 
ultra-violet rays in the spectrum of the iron spail^ and for excitatioa by 
Roentgen rays, the results being shown in carves /// and /F, iespeeti\'dy. 
The luminescence excited in both of these rays was weak and the ^xctnim 
could be explored only with great difficulty. Curves/// and IV are drawn 
to a much larger scale than curres /and // in order that they may be shown 
in the same iigiue. In reality the intensi^ at the maximnm of curve / 
is :^oo tiroes as great as the corre^Kxiding intenaty for cmre ///, and 
500 times as great as the maximum for curve IV. It will be observed that 
the maximum of curve IV occurs at the same wave4eiigth as in the case 
of kathodo-luminescence. In the case of photo-hnmnescenoe, cnrve ///, 
there is an apparent shift toward the shorter waves. We are of the ofnnioa. 
however, that this shift is not real, but due to errors lesolting from the 
extreme faintncss of the spectrum. 

The substance continued to glow for a long time when excited by ultra- 
\iokn light, but after excitatioin by kathode rays the phoqrfiofescence 
died out with grvat rapidity. 

WIUJEMITE. 

The specimen which was tested was a part of the same piece that had 
pre\iously been used in determining the decay of pbosphorescenoe in this 
substance,' No change was observable in the spedroen, even alter prolonged 
excitation, 

Wliile the kathodo-luminescence of willeroite was not nroch more intense 
than that of CdSc^4. the photo-luminescence, exdted as before by the 
ultra-\iolet rays from an iron spark, was found to be nnxh brighter than 
that of CdSi>4. The luminescenoe excited by Roentgen rays was, hoffverer, 
only slightly more intense Curvrs IV and T, Fig. 146, which diow the 
spectral distribution for the photo-luminescence and the Roentgen famii- 
nesocnce respectively, are plotted to a larger scale than the cnrres for 
kathodo^luminesoencc on the same ligure, as it would othenrxse be impossi- 
ble to see the details of these curv^es. llie maximum inteoatv for carve / 
was in reality 120 times as great as that for curre 71* and 1^500 times as 
great as for curx-^e T. 

Inspection of the cur\'es of Fig. i4t> seems to justify the condosion that 
the luminescence spectrum of willemitc has the same form whether the 
exciting agent is ultra-\ii>let light. Rixntgen rays, or kathode ra3rs. The 
form of the spectrum is alsi> seen to be independent of the potential diffe rence 
between the terminals of the tube, and is therefore independent of the 
velixit>' of the kathode rays. 

When exdted by ultra*\iolet light the willemitc used in these experiments 
showed bright phosphoresoenoe, whose rate of decay was so dow as to be 
comparable with that of Sidot blende. But when excited by kathode rajs 
the phosphorescence was faint and disappeared within a few seconds. The 
intense brillianc\^ of the kathodo>luminescence during excitation makes this 
diiierence especially striking. 

SichcA*- snc! MtarirL. Ptorsicit Rrvicw XKm p .ti- lor** 5i« uWi ChHTter A" nf tins 
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5IDOT BLENDE. 

The Specimens tested were pieces of the same screen that had been used 
in the work on Sidot blende described in Chapters IV and V.' 

Our first measurements of the kathodo-Iuminescence of this substance 
were made in connection with this earlier work, and although the conditions 
were not so definite as in the case of the more recent investigation, the 
result of one exploration of the spectrum, shown in Fig. 147, will be of 
interest for purposes of comparison. Kathode rays were developed in 
these experiments by connecting the tube used with the secondary of an 
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induction coit, the primary of which was supplied with alternating current. 
The discharge was made approximately unidirectional by placing a rectify- 
ing tube in series. The current was controlled by an alcohol resistance. 
The current used being smaller than that employed in our more recent 
work, less difficulty was met with in maintaining constant pressure in the 
tube. That the pressure was nearly constant during the measurements 
corresponding to Fig. 147 is shown by the fact that it was possible to run 
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through the spectrum a second time with practically identical results. 
The points marked by circles in Fig. 147 were detennined first, while 
those marked with crosses were taken afterwards, with no change in the 
conditions, as a check. It is clear that the spectrum contains two over- 
lapping bands, and the estimated curves for the separate bands are indicated 
by the dotted lines. 

Our more recent measurements with Sidot blende were made by the 
same method as that used with CdSO, and willemite. The results are 
shown in Fig. 148. 

When subjected to the relatively intense kathode rays used in these ex- 
periments the Sidot blende was found to undergo a rapid change, which was 
manifested both by a discoloration of the surface and by a diminution ia the 
intensity of the luminescence. 
In Fig. 148, curve /// corre- 
sponds to the same voltmeter 
reading as curve /, but was 
taken after the substance had 
been excited continuously for 
2 or 3 hours. Not only is the 
intensity much diminished by 
prolonged excitation, but the 
whole character of the lumines- 
cence spectrum is altered. 

The band at about 0.5 it, 
which appears in Fig. 147 and 
incurves /and// of Fig. 148, 
appears to be the same as that 
excited by light and by Roent- 
gen rays.' The band at about 
0.455 f> is B^ excited by 
Roentgen rays.* But this band 
is either not present in the 
spectrum excited by ultra- 
violet light, or is masked by 
Fig. i47.-Sidot blende. the Other bands present in 

that spectrum. The lumines- 
cence of Sidot blende, as we have previously pointed out, is extremely cwn- 
plex, and the green band at about 0.5 1 ji is the only one which can be 
readily isolated. 

When excited by kathode rays the phosphorescence of Sidot blende is 
faint and of relatively short duration. 

The infra-red rays obtained by interposing a thin sheet of hard rubber 
in the path of the rays from an arc diminished the kathodo-luminescence 
of Sidot blende only slightly. A long series of settings, alternately with 
and without infra-red rays, was necessary to make certain that any effect 
was produced at all. Infra-red rays of the same intensity would have cut 
down the fluorescence excited by light to one-half its normal intensity.* 

iNictaoliuidMcrTitt,PhT>i«lRcvleiir.xxi,p.i47, i903,Figi.3a,3r,iiDd35. Set >t»ChaptB'III.^.40. 

>S« Fig 4>. P **■ 

•Phftia] Review, xxv, p. 361. lom. Sh bIb Chapler V o[ thii miDHir. 
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DEPENDENCE OF EATHODO-LUMINESCENCB UPON CUKRBNT AND 
DISCHARGE POTENTIAI,. 

Since kathodo-luminescence results from the bombardment of the lumi- 
nescent substance by the kathode rays it is natural to expect a simple relation 
between the intensity of luminescence and the velocity and number of the 
kathode-ray particles. The experiments here described show that the form 
of the luminescence spectrum is independent of both these factors. The 
experiments show also that the intensity of luminescence is increased by 
increasing either the velocity of the rays or the current in the tube. But 
the conditions of the experiments were unfortunately not such as to permit 
definite conclusions to be drawn regarding the quantitative relations. 



Fig. 148.— Sidot blende. 

Tht curvo to the Itft are VD)t>ge-idt«i9ity curvfs for difftrmt wBrc-lcngUis. Curv» / and 77 show the 
lunim«c«Dce spectra f or dbeharic potentiaJi ol ]],6dd volts and 7.700 volts renjcctively, CurTe7f ' 
shows the LumiRescence apeclmrn for 1 1,64x1 volts after the substance had been altered by the action of 

Several attempts were made to determine the relation between intensity 
and current at a constant discharge potential. The current could be varied 
through a wide range either by changing the speed of the Holtz machine 
or by altering a resistance in multiple with the tube. The results make it 
seem probable that the intensity of luminescence is proportional to the 
current; but erratic changes in the conditions in the tube, due probably to 
static charges on the walls, made it impossible to get entirely consistent 
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results. For a time the conditions would apparently remain constant and 
the intensity was found to vary in the same ratio as the current. But 
some source of disturbance soon developed, so that the next observations 
were discordant. Some change in the form of tube or the soiwce of current 
supply will be necessary before this question can be definitely settled. 

Working with the relatively slow kathode rays developed by ultra-violet 
light, Lenard has found the intensity of luminescence, /, to be related to the 
discharge potential, F, by the equation 

I = CQ(V-Vo) 

where Q is the density of the kathode stream, C a constant, and Vo a mini- 
mum potential below which no luminescence is produced.^ The existence 
of a sharply defined lower limit to the potential that is capable of producing 
luminescence is called in question by Wehnelt,- who used in his experiments 
a much greater density of the kathode rays. On the other hand a definite 
lower limit to the velocity has been found by Rutherford^ in the analogous 
case of luminescence produced by the a rays of radium. 

Our own experiments with Sidot blende appear at first glance to confirm 
the conclusions of Lenard, for the voltage-intensity curves, Fig. 148, are 
straight lines cutting the horizontal axis at a point corresponding to a volt- 
meter reading of about 1 2 divisions. In the case of the experiments with 
Sidot blende the current in the tube varied only slightly. We are not 
justified in concluding, however, that the density of the kathode stream 
was constant, for the fraction of the current that is carried by the kathode 
rays is known to vary as the vacuum changes, being practically zero at 
high pressures and nearly 100 per cent when the pressure is low. In our 
experiments it was not practicable to determine the amount of this change. 
It seems scarcely probable, however, that the change was unimportant. 
If the curves of Fig. 148 could be corrected so as to refer to a constant 
density of the kathode stream it appears probable that they would diflFer 
greatly from the curves plotted. 

CONCLUSIONS. 

In so far as it is possible to generalize on the basis of the small number of 
experiments here described, the following conclusions appear to be justified : 

1 . In cases of kathodo-luminescence the distribution of intensity through- 
out each band of the luminescence spectrum is independent of the discharge 
potential, and therefore independent of the velocity of the kathode rays. 

2. In cases where a band is capable of being excited by light and by 
Roentgen rays as well as by kathode rays, the form of the band and the 
position of its maximum are the same for all these modes of excitation. 

We have shown in Chapters III and IV that the distribution of intensity 
in any given band is independent of the wave-length of the exciting light.* 
It appears probable, therefore, that the above conclusion may be stated 
more broadly, and that the distribution of intensity in each band of a 
luminescence spectrum is independent of the nature of the exciting agent 
by which the luminescence is produced. 

^Lenard. Annalen der Physilc, 12. p. 449, 1903. 

'Wehnelt, Berliner physikalische GeseUschaft. 5, p. 225, 1903. 

'Rutherford. Radioactivity, second edition, p. 547. 

^Nichols and Merritt, Physical Review, xviii, p. 403; xix, p. 18. 
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3. Phosphorescence following excitation by kathode rays is less intense 
and more fleeting than the phosphorescence excited in the same substance 
by light. 

The explanation of this fact is probably to be fomid in the relatively 
slight penetrating power of the kathode rays. The excitation is thus con- 
fined to a thin layer at the surface of the active substance, while in the case 
of photo-luminescence the excitation extends to a considerable depth. As 
will be pointed out in Chapter XV of this memoir,^ the decay of phosphor- 
escence would be more gradual in the latter case. 

4. The effect of infra-red rays upon kathodo-luminescence of Sidot 
blende during excitation is small compared to the same effect upon the 
photo-luminescence of this substance and produces a barely observable 
decrease in the intensity of luminescence. 



'Nichols and Merritt. Physical Review, xxvn, p. 373, 1908. 



CHAPTER X. 

ON THE ELECTRICAL PROPERTIES OF FLUORESCENT SOLUTIONS 

AND VAPORS. 

THE INFLUENCE OF FLUORESCENCE UPON ELECTRICAL CONDUCTIVITY. 

The effect of light and of Roentgen rays upon the conductivity of solutions 
has been tested by Cunningham,^ in the case of five solutions, one of which, 
namely, uranyl nitrate, was fluorescent. In the experiments with light an 
arc containing iron was used as a source, and the solutions were contained 
in a cell having a quartz window, the object being to obtain intense ultra- 
violet rays. Although some indication of increased conductivity was ob- 
served, the observations were rendered so uncertain by the heating effect 
of the rays from the arc that the author did not regard the results as 
reliable. 

Experiments of a similar character were undertaken by Regner^ with 
especial precautions against the disturbances due to the heating effect of 
the source. No change in conductivity as great as o.i per cent could 
be detected, although the substances tested included those for which 
Cunningham had found indications of a positive result. Several fluorescent 
substances were tested by Regner, also with negative results. 

In a paper by Burke' on the change in absorption due to fluorescence, 
mention is made of preliminary experiments upon the conductivity of 
fluorescent substances ; but the author states that difficulties were met with 
which led him to abandon these experiments and to take up the study of 
absorbing power instead. 

Our own experiments upon this subject were undertaken with the feeling 
that the increase in conductivity due to fluorescence was probably very 
small, comparable rather with the conducting power produced in gases by 
the action of Roentgen rays than with ordinary electrolytic conductivity 
in solutions. In attempting to detect so small an effect it seemed advisable 
to work with solutions in which the normal conducting power was as small 
as possible. In the case of all the substances thus far tested we have there- 
fore used absolute alcohol as a solvent.* 

The accurate measurement of the resistance of alcoholic solutions offers 
considerable difficulty ; for while the conducting power is too great to permit 
the employment of an electrometer method, such as would be used with 
gases, it is too small to be determined with accuracy by the methods gen- 
erally used with aqueous solutions. No benefit was to be gained in the 
present experiments by increasing the cross-section of the liquid tested, 
and so reducing its resistance; for if the thickness exceeded a rather small 



>J. A. Cunningham, "An attempt to detect the ionization of solutions by the action of light and 
Roentgen rays," Proc. Cambridge Philosophical Society, n, pp. 431-433- 1902- 
^Physikalische Zeitschrift, 4, 862, 1903. 
*Burke, Philos. Transactions, 191 a, p. 87. 
«In the experiments of Cunningham and Regner the solvent was water. 
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value the absorption of the liquid made it impossible to excite the whole 
mass to fluorescence. After trying a number of different methods without 
satisfactory results we abandoned the attempt to accurately measure the 
total resistance, and directed our attention to the measurement of the 
change in resistance due to illumination. The most satisfactory method 
that we have found for this purpose is that of the ordinary Wheatstone 
bridge, using a direct current and a galvanometer of high resistance. 

The form of the cell used to contain fluorescent solutions is of consider- 
able importance in its bearing upon the sensitiveness of the method. Among 
the galvanometers available for use with the bridge, that which seemed 
best suited for the work was one having a resistance of about 10,000 ohms. 
It was therefore desirable to have the resistance to be tested as near to 
this value as other conditions would permit. On the other hand, the layer 
of liquid tested should be so thin that it can be excited to strong fluores- 
cence throughout its thickness. Although we did not find it possible to 

satisfy both of these conditions, they were approxi- 
mately met by the form of cell shown in diagram 
in Fig. 149. 

The figure shows both a perspective view and a 
horizontal section of the cell. A thick piece of plate- 
glass, G, was cut of such a size as nearly to fill the cell 
and was held in position, tightly pressed against the 
two electrodes a, h (of platinum foil), by the corks C, C. 
Although the drawing is in other respects approximately 
to scale and nearly actual size, the thickness of the 
electrodes a, ft is greatly exaggerated. The thickness 
of the layer of liquid between G and the walls of the 
tube was determined by the thickness of the electrodes 
and was about o. i mm. In the section shown in Fig. 
149 the portions occupied by the solution are left un- 
shaded. The length of the electrodes was about 20 
mm. and their distance apart 2 mm. 

The fluorescent substances tested were eosin, fluor- 
escein, rhodamin, napthalin roth, and cyanln. As 
already stated, the solvent was in all cases absolute alcohol. The solutions 
were made quite concentrated, so that fluorescence was confined to a thin 
layer at the surface. The concentration was so adjusted as to make this 
fluorescent layer approximately o.i mm. thick. 

The cell containing the solution to be tested was made one arm (C) of a 
bridge. The resistance of the arm M in series with C was in all cases 9,000 
ohms, while the resistance of the third arm, R, was 5,000 ohms. The 
fourth arm, iV, was varied until an approximate balance was obtained^ 
and the apparent resistance was computed by the formula C^MR/N, 
Current was furnished by two gravity cells in series. 

Polarization in the fluorescent solution made it impossible to obtain the 
true resistance by this method, and the apparent resistance of the cell 
(computed as if polarization were absent) is doubtless in error by 50 per 

>Thesc resistances were chosen not because they gave the highest attainable sendtiveneas, txit becMistt 
they were the most suttal>Ie ones that were available at the time. 
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cent or more. But the sensitiveness of the arrangement to changes in the 
resistance of the test cell was high. In order to avoid disturbances due 
to variations in the polarization E.M.F. it was found necessary to keep both 
the battery circuit and the galvanometer circuit closed. Even the small 
change made in N during the adjustment of the balance produced a con- 
siderable alteration in the polarization, so that the adjustment often had to 
be continued for an hour or more before the needle of the galvanometer 
was sufficiently steady for observations to be begun. During this time 
the cell was protected from the action of light by an opaque screen. When 
the conditions had become steady, or more frequently when the motion 
of the galvanometer needle was reduced to a slow uniform drift, the screen 
was removed and light from an arc was allowed to fall on the cell. After 
the effect of illumination had been noted, and when the needle had again 
settled down to a steady drift, the screen was replaced, and the throw of the 
needle in the opposite direction was observed. 

In the measurement of so small an effect as that here considered it is 
clear that the heating effect of the rays from an arc is likely to produce 
serious errors, for the change in conductivity due to rise in temperature is 
in the same direction as the change that we are attempting to detect. For 
this reason the use of the direct rays of the arc, even at the distance of a 
meter, was entirely out of the question. Even when a water cell was inter- 
posed in the path of the rays the needle was displaced through several 
hundred divisions. That this movement of the needle was due to rise in 
temperature, and not to the effect sought, was indicated by the fact that the 
change persisted after the rays were cut off; it was necessary to wait at 
least 15 minutes before the original balance was approximately restored. 

In order to avoid the disturbances due to rise in temperature we dispersed 
the rays from the arc by a prism and used only those portions of the spec- 
trum that were most effective in producing fluorescence. With this arrange- 
ment the effects observed were much smaller than before, but they were 
entirely free from any indication of temperature changes. Upon removing 
the screen, so as to illuminate that part of the fluorescent solution lying 
between the electrodes, a throw of the galvanometer needle was observed, 
and if originally free from drift the needle vibrated about a new position and 
finally came to rest. Continued illumination of the solution produced no 
increase in the deflection. Upon replacing the screen a throw in the oppo- 
site direction occurred, and the needle finally returned to its original reading. 
If observations were made while the needle was in motion, these throws 
were simply superposed upon the steady drift. In this case the effect of 
illumination was measured by the average of the two throws. 

So far as we were able to judge, the effect produced by light reached its 
full value at once and ceased as soon as the light was cut off. The dis- 
turbance of the balance of the bridge was always such as to indicate an 
increase in the conductivity of the fluorescent solution. Upon repeating 
the experiments with rays from different portions of the spectrum it was 
found that a change in conductivity was produced only by those rays which 
were able to excite fluorescence in the solution tested. And so far as we 
could estimate the intensity of fluorescence by the eye, the rays which gave 
the most intense fluorescence also produced the greatest change in con- 
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ductivity. In the case of eosin we were able to follow both effects to the 
extreme edge of the violet, while illumination by the red of the spectrum 
produced no effect. 

In order to form an estimate of the magnitude of the change produced 
we observed in each case the throw caused by increasing or decreasing the 
resistance N by one ohm. By comparing this with the throw due to 
illumination, it was possible to express the observed change as a fraction 
of the normal (apparent) resistance. The results are given in Table 19. 
The light used to illuminate the solution, in the case of the measurements 
included in the table, was that which produced the brightest fluorescence. 

We have also tested in the same way one solution that was not fluorescent, 
namely, an alcoholic solution of fuchsin. The result was entirely negative. 
No change in resistance due to illumination could be found in any part of 
the spectrum, although the sensitiveness of the bridge was such that a 
change of 0.008 per cent could have been detected. The solution was an 
old one and had probably been made with commercial alcohol, since the 
resistance, 90,000 ohms, was much lower than that of the other solutions. 
For this reason we are not inclined to look upon this single experiment with 
a non-fluorescent solution as possessing much significance. 

Table 19. 
Increase in electrical conductivity due to fluorescence. 



Substance. 



.V 



Apparent 

resistance 

of solution. 



i Throw pro- 

dnced by 
illumination. 



Eosin 155 

Napthalinroth.. . 45 

Fluorescein 300 

Rhodamin 360 

Cyanin 170 



300,000 I 
1 ,000,000 ' 
150,000 
125,000 
270,000 . 



mm. 

57 
I 

10 

20 

40 





Increase ia 


Throw nco- 
duced by 

increasing N 
by I ohm. 


apfnrent 
oondnctivity 

due to 
iUuminatlon. 


mm. 


per cL 


33 


I.I 


39 


0.05 


30 


O.II 


40 


0. 14 


45 


0.52 



In the preceding description of the experiments upon fluorescent solu- 
tions we have ascribed the observed movements of the galvanometer needle 
to a change in the resistance of the solution. The galvanometer deflections 
undoubtedly indicate a disturbance in the balance of the bridge; but this 
disturbance might equally well result from a diminution in the E.M.F. 
of polarization. Without special modifications the method does not permit 
a separation of these two effects. In the case of eosin, however, special 
experiments were made bearing upon this point. 

The experiments referred to were of two kinds. In the first of these a bridge 
method was employed as before. The solution was contained in a glass tube 
originally about 5 mm. in diameter. A portion of this tube had been drawn 
down to a diameter of about i mm. and the cin-rent passed through the 
liquid contained in this contracted part. The platinum electrodes were 
placed in the larger part of the tube at each end. We were thus able (i) 
to illuminate the solution about either electrode while the remainder of the 
tube remained dark; or (2) to illuminate the contracted part of the tube 
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while screening the electrodes. In the latter case the effect was observed, 
as in the experiments already described. In the former case only a very 
small change could be detected. 

The other experiments with eosin that bear upon the question of polari- 
zation were of an entirely different character, and represent one of our 
many early attempts to devise a satisfactory method of attacking the 
general problem. Fig. 150 shows both the form of tube used to contain 
the solution and a diagram of the connections. The platinum-wire elec- 
trodes a, b were connected to the terminals of the secondary of an induction 
coil, /, and to the two pairs of quadrants of an electrometer, £. The elec- 
trode C at the center of the tube was connected to the needle. The 
primary of the induction coil was excited by an alternating current of 120 
cycles. When the solution was not illuminated the electrometer needle 
stood nearly at its zero. Under these circumstances illumination of the 
upper half of the tube pro- 
duced a deflection in one 
direction, while the illumina- 
tion of the lower half gave an 
approximately equal deflec- 
tion in the opposite direction. 
The direction of the deflection 
in each case was such as to 

indicate a decrease of resist- ; 

ance. The spectrum of the 
arc was used in these experi- 
ments as in those made by the 
bridge method; and the evi- 
dence that the effect was due 
to fluorescence, and not to rise 
of temperature, was as con- 
clusive as in the experiments 

previously described. The Fig. 150, 

method was less sensitive, 
however, and was therefore used only in the case of eosin. 

Shortly after the announcement of the results just described,' Camichel,* 
in a paper in the Journal de Physique, reported a series of meastu'eraents 
with entirely negative results, and suggested that our precautions against 
heating were insufficient and that the apparent change of conductivity 
might be thus explained. It seemed desirable, therefore, particularly as 
our experiments had been merely preliminary and prospective, to investi- 
gate further. Dr. Percy Hodge, at our suggestion, took the matter in hand 
and it was found, as will appear from the summary of his work given in the 
second part of this chapter and from a later paper by Goldman,' that the 
effects of light were much more complicated than had been suspected. 

'Nichols and Merritl. PbysinI Review, xut, p. 41s. 1904. 
Mjldnwi..' Annalen der pKyjilc, vu.' p. jji. 1908- 
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PHOTO-ACTIVE CELLS WITH FLUORESCENT ELECTROLYTES (DR. HODGE'S 

EXPERIMENTS).^ 

Before going on to any further systematic investigation, Dr. Hodge 
attempted to repeat as nearly as possible some of the experiments de- 
scribed in earlier portions of this chapter. 

The substance first chosen for experiment was eosin, and nearly all the 
results to be described were obtained with this substance. As a solvent 
absolute alcohol was used, and in most cases the solution was saturated at 
room temperature. 

The essentials of the apparatus used in these preliminary tests are shown 
in Fig. 151. The source of light A was a Schuckert arc lamp inclosed in 
the light-tight cover which is used with the lamp for projection. After 

passing through a pair of condensers the 
beam of light illuminated the slit S, then 
went to a water cell W, and thence to a lens 
and crown-glass prism, finally forming a 
spectrum on the front of the light-tight box 
Dy containing the cell C. D was provided 
with a sliding front by which the light could 
be admitted to the cell C 

For measuring the change of resistance 

an ordinary Wheatstone bridge was used, the 

cell being placed in one arm. The source of 

current was a battery of gravity 
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Fig. 151. 



Fig. 152. 



cells, the number of which was 
varied, as will be seen later. A 
very sensitive Sullivan d' Ar- 
son val galvanometer of i , 100 ohms 
was used with the bridge. The 
galvanometer was fitted with a 
concave mirror of 4 feet focus, 
and its constant with the scale 
at that distance was 90X10""" 
ampere per millimeter deflection. 
The cell used to contain the solution was a small rectangular glass cell 
6 cm. deep and i cm. from front to back on the inside. In this were placed 
side by side, and at a distance of approximately a millimeter apart, two strips 
of platinum foil o. i mm. in thickness, 5 cm. long, and 3 mm. wide. Behind 
these in the cell was placed a piece of plate glass, holding the electrodes 
pressed against the front wall of the cell, and itself held in place by brass 
springs between it and the rear wall of the cell. A section of the cell is 
shown in Fig. 152, the thickness of the electrodes and other dimensions of 
the cell being considerably exaggerated. The dispersion of the prism gave 
a visible spectrum at the point where the cell was placed about 4 cm. wide. 
Thus the portion of the spectrum illuminating the narrow space i mm. wide 
between the electrodes was quite small, and it was easy to select the part 
of the spectrum producing maximum fluorescence without including the 



*This section is a summary of a paper by Dr. Percy HixlKe; .see Physical Review, xxvi, p. 540; and 
3cxvni, p. 25. 
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rays of longer wave-length which would be likely to produce heat disturb- 
ances. In the case of the eosin cell the light used was at the infra edge of 
the green. 

When the cell was first set up great difficulty was experienced in obtaining 
a balance, the drift toward higher values of the resistance being quite rapid 
and continuing for several hours. This was at first thought to be due 
entirely to polarization, but it was found that if the top of the cell was 
covered so tightly that evaporation was prevented the drift lasted for only 
a short time, after which a comparatively steady condition was reached, 
and accurate measurements were possible. At no time was the cell abso- 
lutely free from a very slow drift, always toward higher resistance, and 
probably due partly to polarization and partly to a very gradual decom- 
position of the electrolyte. Evidence of the latter was seen in a very narrow 
strip of colorless liquid which was observed along the inner edge of the 
anode after several hours of application of the current. On account of 
this decomposition most of the tests were made with cells which had been 
freshly set up, the electrodes being removed and carefully cleaned between 
tests. 

The method of the experiment was as follows. After the apparatus had 
been set up and the cell placed in its dark box the slide was raised and the 
cell so adjusted in the spectrum that the liquid between the electrodes 
became brilliantly fluorescent. The slide was then dropped, shutting off 
the light, and a balance was obtained with the bridge. The resistance 
of Ri (see Fig. 151) was in nearly every case 10,000 ohms, that of Rz was 
50,000 ohms, and R^ was adjusted to suit the resistance to be measured. 
As it was impossible to set the electrodes at exactly the same distance from 
each other when the cell was set up at various times the apparent resistances 
differed from each other greatly during different sets of readings. Also the 
polarization E.M.F. in the case of eosin was found to be over two volts. 
Therefore when two gravity cells were used the apparent resistance was 
much higher than when four were used. 

After the cell had stood in darkness long enough to obtain a fairly steady 
condition of the bridge, the slide was suddenly removed and the cell 
illuminated. 

With two volts as the applied E.M.F. the result was an immediate and 
very large decrease of resistance, the amount of resistance change required 
in the variable arm to restore a balance indicating as high as 10 or 15 per 
cent increase of conductivity. When the light was shut off the cell returned 
immediately to nearly the same resistance that it had before illumination. 
The test was repeated many times and on different days, and always with 
about the same results. As the effect was much larger than any that had 
been anticipated it seemed advisable to see if it could in any way be due to 
heating of the liquid. With this end in view the temperature coefficient 
of the solution was determined in the following manner: A balance w^as 
obtained at the temperature of the room. Then the cell was siuTOunded 
with ice water and a balance again obtained. Lastly the ice water was 
drawn off and the cell allowed to regain the temperature of the room. The 
first and last values of the apparent resistance were in turn subtracted from 
the second and then averaged. The result showed a temperature coefficient 



154 STUDIES IN LUMINESCENCE. 

between zero and 20 degrees of not more than 1.5 per cent per degree. The 
effect of the light was also tried while the cell was in ice water and found 
to be apparently about as large as at room temperature. These tests 
seemed to preclude the possibiUty of any considerable portion of the effect 
being attributable to heat. An additional reason why the effect should 
not be attributed to heat was mentioned on page 149 of this chapter, namely, 
the fact that the change of conductivity took place within an exceedingly 
short time after the light was thrown on the cell, and after the light was 
shut off the cell immediately resumed its former state. This fact was con- 
firmed in the course of these experiments, the time required for the change 
to take place being apparently considerably less than a second, and the 
decay of the effect taking about the same time. 

A series of tests was then made with the same cell and solution, but using 
four gravity cells in series as the source of E.M.F. A difference of effect 
from that obtained with two cells was expected, as with two cells only a 
very small current could possibly have passed through the cell, since the 
applied E.M.F. was not equal to the E.M.F. of polarization, while with 
four volts the ciurent flowing was of considerable magnitude. The effect 
anticipated was one similar to the first but of smaller magnitude. When 
the light was thrown on the cell, however, the surprising result was obtained 
of a large increase of resistance instead of a decrease as in the former experi- 
ments. The effects were produced as promptly as those of the preceding 
experiments and died away nearly as quickly. 

Here was something quite unexpected. If the remarkable decrease of 
resistance observed in the first experiments was due to electrons set free by 
ionization of the solution accompanying the phenomenon of fluorescence 
it seemed highly improbable that an increase of resistance would be pro- 
duced by light tmder any conditions whatever. Further, both effects were 
entirely too large to be satisfactorily accotmted for by any theory anal- 
ogous to that applied to the phenomena of ionization in gases; phenomena 
which it might be supposed would very probably accompany fluorescence. 

Again, if the decrease of resistance in the first case were due to ionization 
of the nature of that produced in gases, it should be greater in dilute solu- 
tions than in concentrated, since, owing to the greater penetration of the 
light into a dilute solution the number of molecules affected would be as 
great as in a concentrated solution, while, owing to the greater distance 
between the molecules, the mean free path of the ions would be greater and 
therefore recombination less rapid. A number of experiments were made 
by diluting the saturated solution with two, four, and six parts by volume of 
alcohol, and the effects were found to be greatly diminished, so that even in 
the solution with two parts of alcohol there was a change of not more than 
I per cent in resistance. 

In order to vary the conditions it was thought worth while to try next 
a cell in which, as in Regner*s experiments, the liquid could be kept moving 
past the electrodes while being illuminated. All possible heat effects 
would be in this way eliminated, and some light might be thrown upon the 
nature of the phenomena which would not be brought out when the liquid 
was at rest. A cell was therefore prepared in the following manner, again 
copy the designing of one described on page 1 50. 
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A glass tube of 5 mm. internal diameter was drawn down at its middle 
point to a capillary about a millimeter in outside diameter and 1.5 cm. in 
length. Into the larger parts of the tube at each end were led platinum 
wires in the form of spirals to serve as electrodes. The upper end of the 
tube was attached to a tubulated bottle to serve as a reservoir for the Uquid. 
To the lower end was attached a second capillary tube to hold the liquid back 
and keep the first capillary full. With this apparatus the liquid could be 
illuminated while flowing through the capillary at any rate desired. Numer- 
ous tests were made with the apparatus, and in all cases the results were 
entirely negative. The form of the cell was such, however, that its resist- 
ance was much larger than that of any of the cells previously tried, and 
as the sensitiveness of the bridge was much less under these conditions, the 
results were looked upon with some suspicion. 

Another form of circulation cell was therefore devised which was free 
from the above objection. 

A piece of glass tubing was obtained whose internal cross-section was 
almost that of a figure 8, except that where the two loops of the 8 would 
cross one another there was an opening between them about 0.3 mm. in 
width. In a short length of this tubing were placed two No. 16 platinum 
wires, each having a length of 5 cm. The wires were parallel to one another 
in the two loops of the 8, and from the end of each a small platinum wire 
was led out through the walls of the tube. There was thus left (see Fig. 
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Fig- 153. Fig. 154. Fig. 155. 

i53» which shows an enlarged cross-section of the cell) a narrow space 
between the electrodes through which the liquid could flow, the electrodes 
themselves almost filling the loops of the 8. Below the electrodes the tube 
was drawn down to a coarse capillary to make it possible to keep the space 
between the electrodes filled with liquid. The upper end of the tube was 
attached to a tubulated bottle as in the last experiment. By illuminating 
the contracted part of the tube between the electrodes a moving strip of 
liquid about 0.3 mm. wide and o.i mm. from front to back could be excited 
to fluorescence, while the current flow was from side to side of the strip at 
right angles to its length. 

Upon connecting the cell to the bridge its resistance reached a steady 
value almost immediately after the current was turned on, and retained 
the same value as long as the motion of the liquid continued. 

The movement of the liquid was quite rapid, the time required to empty 
the 400 c.c. reservoir being about 10 minutes. As the whole space between 
the electrodes held not more than o.i c.c. a complete change of liquid 
between the electrodes could not have occupied more than a fifth of a 
second. 

Numerous tests were made with this apparatus, but in no case was there 
any evidence of a change of conductivity while the liquid was in motion. 
When, however, the lower end of the tube was stopped the effects reappeared, 
though they were not as marked as in the original type of cell. The sen- 
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sibility of the bridge as used in these tests was at least o.oi per cent. There- 
fore it seems fair to conclude that there could not have been any appreciable 
effect due to electrons set free at the instant fluorescence began in any part 
of the liquid, unless this effect required a considerable time to make itself 
known. 

Attention was next given to the effects at the two electrodes separately 
and to the liquid between them, to find out, if possible, just where the phe- 
nomena took place which caused the changes in conductivity. 

As nothing but negative results were to be obtained from a circulation 
cell the original type of cell was again adopted, and in the front of the 
t>ox D of Pig. 151 was placed a screen with a vertical slit cut in it about 4 
mm. wide. By placing the cell behind this screen in such a manner that 
only one electrode could be seen from the front of the box through the slit, 
it wus [Kissiblc to observe the effect of illuminating one electrode at a time, 
the other l)cing in darkness behind the screen. With this arrangement and 
two gravity cx^lls the effect was tried on anode and kathode in turn. When 
the atKHie was exposeil the effect was very small, while on the contrary 
when the kattuKlc was exposed the effect was found to be about as large as 
when !>oth were exposed. As some of the Uquid between the electrodes 
was illuminated in either case it was not certain whether the effect was pro- 
duced only at the electrode or whether the Uquid at a distance from the 
electnule also played its part in it. Therefore the question as to what 
would hup(H*n when the electrodes were both covered and the liquid between 
them exposed had next to be settled. 

To this end several different arrangements of the cell were tried. The 
first tests were with the same electrodes which had been used in the earlier 
tytK* of ci^ll, but in front of each of them was placed a thin strip of hard 
rubtHT 0.15 nuti. thick* projecting just beyond the platinum strip so as to 
completely screen it from the light, but so as to leave about 80 per cent of 
the liquid between the electrodes exposed to the light. 

With this arrangement no effect could be obtained by illumination. How- 
ever, it was felt that the test was not conclusive, for the total thickness of 
the film of liquid acting as conductor between the electrodes was that of 
both the electrtxle and the rubber strip, and since the absorption coefficient 
of a saturated solution of eosin is very large it was not at all certain that 
the whole thickness of the layer was illuminated. 

To overcome this difficulty another type of cell was constructed after the 
following manner: 

A block of hard rubber was sawed of such shape and size as nearly to fit 
the rectangular cell used in most of the experiments. The block was then 
clamped to a block of ebonite and with a |-inch drill two holes were bored 
between the blocks in such a manner as to leave in each block a pair of 
grooves of semicircular cross-section, and separated from each other by a 
narrow strip approximately 2 mm. wide. The block that had been sawed 
to fit the cell was then placed in the cell and two L-shaped electrodes were 
placed in the grooves in the positions shown in Fig. 155, which illustrates 
a section of the cell with block and electrodes in place. It will be seen 
from the figure that the electrodes hold the ebonite block bade fxooL the 
front wall of the cell, so as to leave a film of liquid of the thickness of the 
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platinum strips between the two grooves when the cell is filled with Uquid. 
The film of liquid between the grooves could be perfectly illuminated, was 
isolated from the electrodes, and at the same time included a large part of 
the total resistance. 

Careful tests were made with this cell and the results were entirely nega- 
tive, though the resistance of the cell was quite low compared with others 
that had been tried, averaging about 40,000 ohms with saturated solution, 
and the sensibility of the bridge was as high as 0.005 P^^ cent. The con- 
ditions within a few minutes after it was set up were very steady indeed, 
and a slight change of conductivity would have been readily detected. 

In addition to the saturated solution a solution of five parts alcohol to 
one of saturated eosin solution was tried with both 2 and 4 volts E. M. F., 
but likewise with entirely negative results. From the results of these last 
experiments it was evident that a change of conductivity in the liquid itself, 
except at or very near the electrodes, did not take place when fluorescence 
was produced. 

It had frequently been observed that, however smooth the strips of 
platinum were when they were placed in the cell, and however tightly they 
were clamped against the front wall, when the solution was poured in a 
thin film of liquid immediately crept up between the electrodes and the 
front wall of the cell. There seemed, therefore, to be two regions in which 
the effects might be produced, either at the inner edges of the electrodes or 
in the region in front of the electrodes, or in both places at once. 

From a variety of minor indications which had been noticed from time 
to time it seemed probable that the main effect was to be looked for in 
the thin film and not at the edges of the electrodes. In order to test the 
matter the effect was first tried of placing thin strips of ebonite in front of 
the electrodes as in one of the previous experiments, but instead of cover- 
ing the electrodes the ebonite strips were only allowed to cover the extreme 
outer edges of the platinum strips, thus leaving nearly the whole of the 
electrodes exposed to the light, but behind a layer of liquid a number of 
times as thick as the capillary film formed when the electrodes were against 
the front wall of the cell. The change of conductivity, though still present, 
was found to be very greatly diminished. 

As mentioned in connection with a previous experiment, the reduction 
of the effect might easily have been due to the absorption of the hght by 
the thick layer of liquid in front of the electrodes, so that fluorescence did 
not occur at the surface of the platinum strips. 

A second arrangement was then tried in which the platinum strips were 
separated from the front wall of the cell by strips of lantern-slide cover- 
glass a millimeter in thickness. The inner edge of each electrode (see Fig. 
155) was allowed to project slightly beyond the edge of the glass. Thus 
the capillary film between the electrode and strip of cover-glass could be 
illuminated while the inner edge of the electrode was completely screened 
from the light by a thick layer of liquid. When the light was turned on 
this cell the effects were fotmd to be present in as great a degree as when 
the whole of the electrode was illuminated. 

Lastly, the platinum strips were again placed against the front wall of the 
cell and the inner edges covered, while the rest of the electrodes was illumi- 
nated. Again the effect was present, as was to be expected. 
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The conclusion arrived at from the various tests was that, in the first 
place, no effect is produced by light upon the conductivity of a fluorescent 
solution unless a region very near the electrodes is illuminated; and that 
fiulher, this effect at the electrodes is only produced in a very thin film of 
the liquid immediately in contact with the surface of the plates. 

It may be well to state that, while no reference has thus far been made 
to a variation of the effects in different parts of the spectrum, frequent tests 
were made in all of the experiments described, to see if the effects could be 
produced by parts of the spectrum which did not produce fluorescence. 
In all of these tests the effects obtained were either very feeble or entirely 
lacking. Thus, in the red, where the energy of the arc is the greatest, but 
where no fluorescence was to be detected, no effects were observed which 
were as great as 0.2 percent either way. The frequent references to fluores- 
cence in connection with the effects observed seem therefore to be entirely 
justified. 

The next step undertaken in the investigation was a study of the vari- 
ation of the effects at anode and kathode with varying potential difference 
at the terminals of the cell. 

For this purpose the original form of cell was adopted, with electrodes 
o. 15 mm. thick and 3 mm. wide, placed next to the front wall of the cell and 
3 mm. apart. The greater distance between the electrodes was adopted, 
so that while one of the plates was being illuminated no stray light could 
reach the other electrode. The greater thickness of the electrodes which, 
in view of the results of previous work could not materially affect the 
sensibility of the cell, served to keep the resistance of the cell as low as 
possible. 

The screen in the front of the light-tight box D was so arranged that the 
cell could be moved into a position to expose either electrode to the light 
without having to raise the slide in the front of the box to make the adjust- 
ment. 

As a source of E. M. F. a set of four sal-ammoniac cells was first used, but 
as these were found to drop slightly in voltage during a nm, a pair of storage 
cells was substituted for them. The cells were connected to the ends of a 
rheocord, consisting of 10 meters of manganin wire, and sliding contacts 
were arranged so that any desired potential difference could be obtained 
at the bridge terminals, up to the limit of the cells. 

To the bridge terminals were also attached leads from a large Weston 
milli-voltmeter, a resistance being placed in series with the meter, and the 
whole calibrated to a total range of 15 volts. With this arrangement it 
was found easy to obtain the potential difference between the terminals of 
the bridge with an accuracy of 0.0 1 of a volt, and any given value of the 
potential difference could be maintained constant throughout the time 
needed for the readings. 

For greater simplicity in computation, and to make it possible to main- 
tain the potential difference between the terminals of the cell at a constant 
ratio to the voltmeter reading, the bridge arms were arranged as follows 
(see Fig.151): Rz 62,500 ohms, R^ 10,000 ohms, and Ri a ioo,ooo-ohm 
box to be used as the variable resistance. Thus, unless in a case where the 
resistance of the cell was so great that the io,ooo-ohm box had to be varied. 
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the fall of potential across the cell terminals was nearly 86 per cent of the 
voltmeter reading. 

The change of resistance due to the illumination was estimated in two 
different ways, depending on the magnitude of the effect. If the galvanom- 
eter reading remained on the scale when the cell was illuminated, a reading 
of the deflection was taken. The illumination was then stopped and a 
second reading was taken and the two were averaged. A plug was then 
inserted in the 10,000-ohm box, the change of galvanometer reading obtained, 
then the plug was removed, a second reading taken, and the two averaged. 
Assuming that the galvanometer deflection was proportional to the change 
of resistance in the !o,ooo-ohm box, the number of scale divisionscorrespond- 
ing to a change of one ohm or 
one part in ten thousand was 
easily obtained. As increase or 
decrease in the apparent resis- 
tance of the cell would produce 
the same change in thepotential 
difference at the galvanometer 
terminals as the same percen- 
tage decrease or increase of the 
resistance in li^, it was easy 
to get quite satisfactory esti- 
mates of the change produced 
by the illumination. If the 
effect of the light was great 
enough to throw the galvanom- 
eter off the scale, a balance 
was restored by changing the 
resistance in £i. The light was 
then shut off and a second 
balance was obtained, and 
from the average of the two 
changes in K, the change of 
resistance of the cell was cal- 
culated. 

Curves were plotted, using 
potential differences at the cell 
terminals as abscissas, and ^'S- 'S?. 

change of conductivity, t. e., reciprocals of resistance changes.as ordinates. 
Eight of these curves are shown in the accompanying figures. Each value 
of the conductivity change is the average of at least two readings, taken 
at intervals of 5 minutes time. These curves are typical of a large number 
that were obtained in a similar manner. 

Owing to the variation in the intensity of the arc light used, and to the 
difficulty of setting up the cells in exactly the same manner each time, the 
magnitude of the effects obtained varies considerably in different curves. 
Nevertheless the character of the effects obtained did not vary greatly. 

Incurves i and 2, 3 and 4 (Figs. 156 and i57)the kathode and anode were 
illuminated alternately throughout the experiment. Each value of the 
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change of conductivity is the average of at least two measurements, made 
at intervals of 5 minutes from the end of one measurement to the beginning 
of the next. It will be noticed that the kathode shows at low voltage a 
large decrease of resistance due to the light, followed by a considerable 
increase of resistance as the voltage rises. On the anode the effect at low 
voltage is just the opposite of that on the kathode and changes sign as the 
voltage rises as in the case of the kathode. It will be noticed also that the 
change of sign of the effect occurs considerably earUer in the case of the 
anode than in that of the kathode. The result is that for a considerable 
range of voltage both electrodes show a decrease of resistance with the light. 
As this region happens to include the voltage obtained when two gravity 
cells were used as the source of current, it is not surprising that a large 
decrease of resistance was observed in the first experiments, when both 
electrodes were exposed to the light at once. 

As the curves showed that the effects on the two electrodes were in gen- 
eral of opposite sign, it was thought advisable to arrange a cell so that one 
electrode could be studied at considerable length, and with a certainty that 
no complications would be introduced by stray light reaching the other 
electrode. 

In order to have the electrodes as far apart as possible, and still to keep 
the resistance of the cell within reasonable limits, the electrode to be exposed 
was alone fixed in the front of the cell, clamped to the front wall in front 
of and very near the edge of a narrow strip of glass. The other electrode 
was made L-shaped, nearly a centimeter being the length of each leg of the 
L cross-section. This electrode was placed in the main part of the cell with 
the base of the L toward the side of the cell away from the light source. 
This arrangement insured a very large electrode surface and also an average 
cross-section of the liquid between the electrodes sufficient to make up for 
the greater distance between them. It also served to concentrate the 
greater part of the resistance at the electrode to be illuminated. 

As the kathode effect seemed the most promising for further study the 
current was sent through the cell from the large electrode to the one to be 
exposed. 

A number of runs were made with this cell and from the results curves 
were plotted, of which 5, 6, 7, and 8 are typical specimens (Figs. 158, 159, 
and 160). It will be seen that the effects are considerably greater than 
those obtained in the former experiments, and also that the form of curve 
obtained is in general more regular than the others. The peculiar rise of 
the effect after the large decrease shown in the first part of the curve does 
not appear to be accidental, but is common to almost all the curves plotted 
for the kathode effect. 

Curves 7 and 8 were made to ascertain the effect which the previous 
history of the cell might have on the action of the light. Curve 7 was ob- 
tained in the usual way, and a run was made immediately after without 
changing the cell, but beginning with high voltage and reducing the voltage 
by the same steps that had been used in going up. 

It will be noticed that the curves are very much alike, the one taken on 
decreasing voltage showing a slight shift toward the right. For the last two 
points on the return curve it was found impossible to obtain a balance of the 
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bridge, the condition of the cell appearing very unstable. At the three 
voltages 1.03, 1.2 1, and 1.38 of the first of these two curves a phenomenon 
was observed which occurred frequently throughout the experiments, at the 
point where the effect reversed. When the cell was first exposed the gal- 
vanometer showed an imme- ^ 
diate decrease of resistance, ; 
followed in a few seconds, with Ti 
the Ught still on, by a large ^ 
increase. When the light was 8 
shut off the cell showed the o 
two changes in the reverse |> 
order. 5 

This wouldseem to indicate, -^.^ 

at least in this region, a com- 3 -so 

bination of two effects, one £ "^ 4 a 12 is so z* z* u 3.6 
growing to a maximum more 
rapidly than the other, and 
dying away more slowly. 

A few experiments were made .? 

with fluorescein in absolute ^ m 

alcohol, a trace of caustic soda % 

being added to produce fluo- g 

rescence. The effects obtained % q 

were very similar to those g,-io 

with the eosin, but not nearly i -^o 

as marked. ^ '^ 

Rhodamin was also tried, g .5Q 

with somewhat doubtful re- « -eo 
suits, except that the effects p 

with very low voltages were 
fully equal to those with eosin. 

Since there seemed to be no ^ 

doubt that theseat of theeffect > 

was the thin film of liquid in I 

front of the electrode, and since g 

the current could not be sup- ^ 

posed to flow only to and from ^ 

this film without entering the % 

edge of the electrode, it did not " 

seem possible to account for j 

the changes in resistance ob- k 

served, except by the actual Potential difference m voHa otcell t«"nirol« 

creation of an electromotive 

force at the surface of the elec- '^' ' ' 

trode or near it, by the action of the light. So long as low voltages were 

used, such an effect if it did exist would account for the change of resistance 

when either anode or kathode was illuminated. For suppose the E. M. F. 

produced to be such as to tend to make the exposed plate positive to the 

unexposed one. Then if the exposed plate were made the kathode with 
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regard to the outside E.M.F., the E.M.F. due to illumination wotild act 
with the original E.M.F., producing a greater current through the cell 
and making its apparent resistance, as measured on the bridge, less. 

If, on the contrary, the direction of the impressed E.M.F. were reversed, 
the photo-E.M.F. would oppose the passage of the current and the apparent 
resistance of the cell be increased. 

The reversal of the effects when the voltage was raised is not easy to 
account for. From a number of tests of the polarization E.M.F. of eosin 
cells, made by comparing the E.M.F. with that of a standard cell by means 
of a condenser, the effect of maximum polarization appears to be a back 
E.M.F. of over 2 volts. This value determines the point where any con- 
siderable current begins to traverse the cell, and hence it would be most 
natural to expect that just here would occur any marked change in the 
phenomena, such as the reversal of the illumination effect. This, however, 
does not seem to be the case, for it will be noticed from the curves that the 
reversal in the case of the kathode occurs at very nearly 1.7 volts, while at 
the anode the voltage is much lower. That the effects at high voltages are 
connected in some way with the polarization of the cell seems, nevertheless, 
most probable, though in what manner has not as yet been determined. 

Assuming that the effect at low voltage is due, as has been suggested, to 
a photo-E.M.F. similar to those which have frequently been observed in 
cells containing silver salts and many other electrol)rtes, attention was next 
turned to the effect of light on the cell when no external E.M.F. was applied. 

The same type of cell was used as had been employed in all of the experi- 
ments on the kathode alone. The terminals of the cell were ccmnected 
directly to the Sullivan galvanometer which had been used with the bridge 
in all the previous experiments. 

Very considerable effects were produced by the action of the light, ample 
in magnitude to account for the phenomena observed with the bridge at 
low voltages. 

A series of experiments was then undertaken to find if in any way this 
photo-electric effect was intimately connected with fluorescence. 

In the first place tests were made throughout the visible spectrum, and 
curves plotted showing the variation of the current produced in the gal- 
vanometer as a function of the wave-length of the exciting light. The effect 
was found to increase regularly from the edge of the visible spectrum in the 
violet to a pronounced maximum just before the absorption band was left 
in going toward the red, namely, just at the infra edge of the green. The 
decrease of effect from this point on toward the red was very sudden indeed, 
and the effect was entirely lost before the edge of the visible spectrum was 
reached. Three other substances, namely, rhodamin, fluorescein, and 
naphthalin-roth were found to give similar effects, and in each one the 
maximum results were obtained at the infra edge of the absorption band. 
In rhodamin the effects were foiuid to be enormously greater than with the 
eosin, but with the other two substances the results were less satisfactory. 

With rhodamin tests were made by a condenser method to test the mag- 
nitude of the Iv.M.F. produred, and it was found to be as high as 0.2 of a 
volt. In eosin it is probable that the maximum was not over half that 
amount. 
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Dilute solutions of rhodamin were also tried with very good effects. The 
maximum dilution thus far tested is that of one part saturated solution to 
ten of alcohol. 

With dilute solutions of eosin, however, the effects were greatly reduced. 
The extremely thin capillary film was fotmd to be unnecessary, either in 
eosin or rhodamin, though the effects produced when the electrodes were 
more than 0.02 mm. back from the front of the cell were very small. 

Tests were made of the absorbing power of both of the substances in 
saturated solution, and it was found that practically no light penetrated 
to a depth of 0.02 mm. in the region of the absorption band. Thus, if the 
effect is produced at the surface of the platinum plate itself, a film of this 
thickness or greater would completely screen the electrode from the action 
of the light. 

The results obtained by Goldman, whose paper is referred to on page 151, 
agree in general with those of Dr. Hodge. 

MR. HOWES' EXPERIMENTS ON FLUORESCENT ANTHRACENE VAPOR. 

The following is an account of an attempt to determine whether fluores- 
cence has any effect on the electrical conductivity of anthracene vapor. 
The expectation of a change in conductivity during fluorescence is based 
on the theory that fluorescence is a dissociation phenomenon. Although 
the results of the experiment were negative, it being impossible to detect 
any conductivity of the vapor either unilluminated or fluorescent, the 
accuracy of the work was such as to set a rather deflnite upper limit for any 
effect that may be present. 

Little work has been done on the conductivity of vapors as affected by 
light. Henry^ could find no conduction of iodine vapor due to light. On 
the other hand, J. J. Thomson' states, without giving reference, that light 
increases the conductivity of sodium vapor. Wiedemann and Schmidt,* in 
their paper in which they propose the dissociation theory, say that this does 
not call for any ionization in the case of fluorescent vapors. 

The desirability of anthracene vapor for this experiment is seen from the 
following considerations : 

1. The vapor is strongly fluorescent. 

2. It has banded absorption and fluorescence spectra^ lying in the region 
320-400 nHf light of these wave-lengths being transmitted by the glass used 
in this experiment. Stark,* in his work on band spectra, has concluded that 
fluorescence and photo-electric properties are intimately associated with 
absorption in bands shaded toward the red, and that the "carriers** of the 
band spectra are the negative electrons, which are pulled out of their normal 
position by the incident light, and upon their return to the position of 
equilibrium liberate the energy of the fluorescent light. 

3. If the separation of the electron is complete, photo-electric properties 
would be exhibited. It is thus that Stark and Steubing explain the fluores- 



»See H. E. Howe. Physical Review, xxx. p. 453. «Wiedcniann and Schmidt. Ann. dcr Phys., 56, 

'Henry. Proc. Camb. Soc.. 9. p. 319, 1897. p. 201, 1895. 

Thomson. Cond. through Gases, p. 213. »Elston, Astr. Jour. 25, p. 155, 1907. 

•Stark. Phys. Zeit.. 8, p. 81. 1907. 
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cence of solid anthracene.^ After investigating a number of substances, 
they say : " It is highly probable that for organic substances, at least, the 
photo-electric effect and fluorescence are intimately connected with each 
(AhtT. " Hence it would seem that the vapor of anthracene would be as 
likely as any vapor to possess photo-electric properties. 



APPARATUS. 



'fhe glass tube used to contain the anthracene is shown in Fig. i6i. The 
lury^isT part of the tube was 15 cm. long and 2.5 cm. in diameter. The elec- 
ir(Mi*i*> l>etween which the cturent passes consisted of an outer aluminum 




Fig. 161. 

cylinder, to which connection was made by sealing a platinum wire through 
till' glass at M, and an inner brass wire supported by a quartz tube Q and 
visible through the slit in the outer electrode. 

'l*h*r quartz tul>c ser\'ed as insulation for the brass wire electrode. Further 
protection was afforded by a deposit of silver on the inside of the glass tube 
around the quartz, this silver layer extending around to the outside of the 
o[X'n end, where it was wrapped with tinfoil and groimded to form a guard- 
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Fig. 162. 

ring. Thus no charge could leak over the glass surface from the outer 
electrode. 

The openings at the outer end of the quartz tube were sealed with de 
Khotinsky cement. This would not stand heating, and the furnace was 
arranged to inclose only the large part of the tube (see dotted outline in 
Fig. 1 62). It was necessary to have the quartz tube fit snugly in place and 
to provide a tight-fitting cap C (Fig. 161) at the inner end in order to pre- 
vent the sublimation of the anthracene to the colder parts of the tube. 



^Stark and Steubing. Phys. Zcit.. 9. P- 481. 1908. Also. Pochettino. Nuovo Cim.. 15, p. 171. 1906. 
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The tube, after being charged with anthracene, was exhausted to a 
pressure of a few tenths of a millimeter, sealed off, and heated electrically. 
Light from a carbon arc A (Fig. 162) was converged by the lens L, and could 
be passed into the furnace through a mica window or could be cut off by the 
screen 5. When the light was on, a bright cone of violet fluorescence could 
be seen in the center of the tube. 

The outer electrode was charged from a storage battery B, and the rate 
at which the inner electrode acquired a charge was measured by means of a 
sensitive Dolezalek electrometer, which was inclosed in a wire cage to pro- 
tect it from the electrostatic disturbances. The end of the anthracene tube 
projected through a hole in this cage, making the protection of the inner 
electrode practically perfect. 

OBSERVATIONS AND RESULTS. 

The electrometer needle was charged to a constant potential (in most of 
the work this was 60 volts), one pair of quadrants was grounded, and the 
other pair connected to the wire electrode. This pair could be grounded 
or insulated at will by means of the key K, When K was raised the motion 
of the needle was noted by observing on a ground-glass scale the image of a 
lamp filament formed by the small concave electrometer mirror. 

If F^ be the potential of the charging quadrants; K the deflection when 
V^ is I volt; C the capacity of the charging system; Q the charge; D the 
deflection; and /, the current; then 

Z? = * X 7^ and = CV^ 
I = dQ/dt = C X dV/dt = * X C X dD/dt 

on the assumptions that k^ is the same for the moving needle as for the 
needle at rest and that C does not change with the position of the needle. 
Such assumptions are allowable for slow motion and small deflections. 

C was determined by dividing the charge with a cylindrical condenser of 
30 cm. capacity, and was found to be 45 cm. or 5X io~^ microfarads. 

A charging rate of i division per second could easily be observed if 
definite. This would mean a current 1.3 X 10""" amperes. The insulation 
was such that the rate of leak when charged to 50 divisions deflection was 
about 10 divisions per minute, or one-sixth the rate mentioned as easily 
measurable for charging. 

At the low pressure used, anthracene vaporizes sufficiently to show fluores- 
cence between 200° and 250^0. **9oper cent sublimed*' anthracene was 
used without attempt at purification, as it was easily obtainable and the 
presence of impurities in the material does not seem to affect the fluores- 
cence of the vapor. No attempt was made to shield the electrodes from 
the light scattered by the end of the tube, nor to use monochromatic light. 

In liquids there is a photo-electric effect, as has already been shown in 
this chapter, dependent upon which of the electrodes is illuminated. The 
possibility of the existence of such an effect in the vapor was not here 
considered. 

In most of the work the outer electrode was charged to 1 20 volts from 
an ordinary storage battery. K was raised and the rate of motion noted 
for the unilluminated tube. This was repeated with the light on. 

>When the potential of the needle was 60 volts the value of k was found to be 375 mm. on a scale 
one meter distant. 
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When the tube was newly made up the electrometer remained quiet under 
all conditions, except for an occasional drift of not more than i division in 5 
seconds. In the earlier work, after a few heatings, the electrometer began 
showing a tendency to rise rather quickly to a more or less definite deflection, 
regardless of conditions of potential or illumination. This peculiar eflfect 
varied from run to run and became very great in a case or two when the 
cement with which the tube was sealed cracked and admitted air. A brown 
deposit was then left in the tube, apparently the result of a combination of 
the oxygen of the air with the anthracene. 

A possible explanation of this attainment of a steady deflection even 
when the outer electrode was earthed is that the product of the decom- 
position of the anthracene is deposited on the quartz tube separating the 
silver guard-ring from the inner electrode and forms with these two metals 
a sort of voltaic cell. This ''cell*' had a very high temperature coefficient 
and in some cases the E.M.P. was so great as to throw the spot of light off 
the scale. 

After several trials it was found possible, by taking great care to prevent 
the entrance of air, to get almost entirely rid of this effect. The elec- 
trometer then behaved normally. 

No ordinary conduction was found. If the light had any effect it was 
too small to be detected. Thinking that the vapor tmder the action of the 
light might be almost ionized, an attempt was made to help out the ioniza- 
tion by exposing the vapor to the action of a small sample of radium 
bromide. The ionizing rays from this substance did not pass through the 
glass sufficiently to be of any use. 

Higher potential was obtained by making up a set of small lead sul- 
phuric acid storage cells in test-tubes. This battery, when put in series 
with the one already at hand, gave from 360 to 540 volts, depending upon 
the condition of the small cells. The sensibility was increased by charging 
the electrometer needle to 120 volts. With the greater sensitiveness and 
the unsteady potential furnished by the cells, the electrometer wandered 
more or less in the neighborhood of the zero, but still did not indicate any 
steady rate of charging such as would have been evident had there been 
appreciable conductivity of the vapor. 

In the freshly exhausted tube the pressure was so low that the application 
of 400 volts caused a continuous luminous discharge through the tube, but 
this soon disappeared as the pressure rose due to the vaporization of the 
anthracene. 

The number of trials was great enough to leave no doubt as to the be- 
havior of the vapor under the various conditions mentioned. 

CONCLUSIONS. 

1. The conductivity of anthracene vapor at the temperature and density 
used in this experiment is too small to measure in the manner described. 

2. The effect of fluorescence, if any exists, is too small to be detected 
by the very delicate method employed. 



CHAPTER XL 

ON FLUORESCENCE ABSORPTION.^ 

In a paper published in 1904^ we used the term fluorescence absorption 
in referring to the increase of the absorbing power of a fluorescent substance 
which results from fluorescence. Such an effect was first observed by Burke,^ 
who found a considerable increase in the absorption of uranium glass when 
the glass was excited to fluorescence. The present writers observed the 
same effect in solutions of fluorescein and eosin. The increase in the absorp- 
tion appeared to be greater for those wave-lengths which corresponded 
to the brightest regions of the fluorescence spectrum. Camichel,* upon 
repeating these experiments, was unable to detect any change of absorbing 
power during fluorescence either in the uranium glass used by Burke or in 
the fluorescent solutions tested by us. The question was again attacked in 
1907 by Miss Wick,^ who made a detailed study of the phenomenon in the 
case of an alcoholic solution of resorufin. Her results consistently showed an 
increase in the absorbing power of the solution during fluorescence, and 
were in complete agreement with the results obtained by us with fluores- 
cein and eosin. More recently a method of detecting the effect, if it exist, 
has been suggested by Wood,* and a few trials of the method by him led to 
negative results. The most recent experimenter in this field is Houstoun,^ 
whose very careful experiments also fail to give any indication of a change 
in absorption due to fluorescence.* 

The results obtained by ourselves, and especially those obtained by Miss 
Wick, were so definite and positive that until recently we have been of the 
opinion that the failure of others to observe the effect was due to the fact 
that they had not chosen suitable conditions for the experiment. We were 
led to suspect the existence of some systematic error, however, by the 
results of a careful study of the collimator slit of the spectrophotometer 
used in our experiments upon the distribution of energy in fluorescence 
spectra.® It was found that the screw was a very accurate one and that the 
opening of the slit was very closely proportional to the reading of the micro- 
meter screw. To test this point the sUt was mounted in a lantern and the 
enlarged image was measured for a large number of different settings. The 
results are shown in Fig. 163. 

We then tested the amount of light passing through the slit at different 
widths by balancing two acetylene flames against each other, the adjustment 
being made by varying the slit width in one case and by varying the dis- 

1 Nichols and Merritt, Physical Review, xxxi. p. 500. 1910. 
'Nichols and Merritt, Physical Review, xix, p. 397, 1904. 
*Burke, Philosophical Transactions, 191a, p. 87, 1898. 
*Camichel, Comptes Rendus, vol. 140, p. 139. 
•Frances G. Wick, Physical Review, xxiv, p. 407, 1907. 
•R. W. Wood, Phil. Mag., 16, p. 940, 1908. 

*R. A. Houstoun. Proc. Royal Society of Edinburgh, 39. p. 401, 1909. 

■Since the work described in this chapter was first published, still another article on the subject has 
appeared, in which the results were also negative. 
•See Chapter XII. 
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tatice of the flame in the other. The experimeDts were performed in a dark 
room with an elaborate system of screens to prevent reflections, and 
several independent tests convinced us that the inverse-square lair of dis- 
tances was very exactly satisfied. If the intensity is computed by the law 
igg of inverse squares, and if a 

curve is plotted showing the 
'0 relation between intensity 

gQ and slit width, the results 

obtained are of the typeillus- 
. '° trated in Fig. 164. 

% eo It will be seen that fornar- 

E row slits the intensity of the 

* ^'^ transmitted light is not pro- 

r 40 portional to the slit width. 

!? When the width exceeds a 

^ few hundredths of a milli- 

zo meter the line becx>mes 

straight, so that equal incre- 
ments in slit width corre- 
10 Eo 30 40 50 60 ?o BO 90 100 spond to cqual increments in 
Drum reading intensity. The conditions, 

j.j jg ' whatever they are, which 

lead to the curve in the 
nci^'liborhood of the zero of Fig. 164 are equivalent in their effect to a shift 
in the zero point of the screw by about 2 divisions. The intensity trans- 
mitted by a slit 50 divisions wide is not twice as great as that transmitted 
by one 25 divisions wide, but the ratio is in reality 48 to 25. 
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Fig. 164. 



These experiments were not made with the same instrument that had 
been used by ourselves and later by Miss Wick, but refer to an exactly 
similar Lummcr-Brodhun spectrophotometer. It seems probable that 
this effect, due possibly to diffraction or to reflection from the jaws of the 
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slit, is common to all instruments of this type. It is clear that if the effect 
is disregarded, indications of fluorescence absorption may be obtained even 
if no such effect exists. The method used by Miss Wick and by ourselves 
involved three readings, namely, the intensity of the fluorescent light alone, 
the intensity of the light transmitted by the solution when not excited, 
and the combined intensity when light was transmitted through the solu- 
tion at the same time that the latter was excited to fluorescence. The sum 
of the first two readings being found greater than the third, it was assumed 
that the transmission in the latter case was less than in the first. If, how- 
ever, each of these readings of intensity had been too great by 2 divisions, 
as indicated by Fig. 164, the result of such procedure would be to give an 
apparent fluorescence absorption measured by 2 divisions. 

While it is difficult to see how this source of error alone could account for 
results of the character obtained by Miss Wick and ourselves, the detection 
of one source of systematic error made it appear possible that other similar 
errors might be present, and led us to take up the study of this question 
anew. The result of the numerous experiments which will be briefly 
described in this chapter has been to convince us that the phenomenon of 
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fluorescence absorption either does not exist, or that the effect is so small 
that the methods thus far used for its detection are inadequate. 

In the first method used an attempt was made to obtain a photographic 
record of the effect. The arrangement is shown in diagram in Fig. 165. 

The large square cell Fi, containing a solution of fluorescein, was excited 
from above by a narrow beam of Ught, so that a central layer ah was excited 
while the rest of the solution was not. Directly back of this was another 
cell Fly also illuminated from above., so that the narrow vertical strip cd was 
excited. The photographic plate P, suitably screened from all sources of 
light except the fluorescence in Fi and Fi, would be fogged nearly uniformly 
over its surface by the light from ah if this alone was excited, and the fog- 
ging would also be practically uniform if cd was excited. If, however, that 
part of the liquid in Fi which is excited to fluorescence acquires the power 
of absorbing the fluorescent light more strongly than before, then we should 
expect ah to cast a shadow upon the photographic plate. While this 
shadow could not be expected to be very sharp or very dense, the results 
obtained by ourselves and Miss Wick indicated that under suitable con- 
ditions it ought to be clearly visible in the negative. 
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Extended eflorts were made to obtain such conditions of concentration, 
thickness of layer, intensity of excitation, etc., as would bring out the 
expected shadow on the plate P. Over loo negativeswere made and many 
of these were under conditions which appeared to us to correspond to those 
under which the spectrophotometer had indicated a large fluorescence 
absorption ; but in no case was a definite shadow observable. 

The next method of testing the matter is shown in diagram in Fig. i66. 
Three cells containing a solution of fluorescein, or in some cases resorufin, 
were used as shown in Fig. i66. Fi and Fj were excited by the same source 
so as to eliminate errors due to variations in excitation; the source used 
was sometimes a quartz mercury lamp and in other cases the tungsten lamp. 
Since the solution was exactly the same in all three cells, and since Fi and 
Fz were at nearly the same distance from the exciting source, the two colli- 
mator slits were illuminated with almost equal brightness. Any slight 
inequality was balanced by opening or closing one of the slits. This adjust- 
ment being made, the exciting source was extinguished and light was sent 
through the cell Fz from a small tungsten lamp Tt. To balance this illumi- 
nation, light from another tungsten lamp, after passing through the cell Fi, 
was reflected by a piece of plane glass into the second collimator slit. The 
balance was obtained by adjusting the distance of Tt, which slid upon a 
graduated photometer track. When this balance was obtained the exciting 
source was again started and the field of the spectrophotometer observed. 
If the effect of fluorescence is to increase the absorbing power of F» we 
should expect that while fluorescence alone and transmission alone give a 
perfect balance, there would be a lack of balance when excitation and trans- 
mission occur simultaneously. When satisfactory conditions of steadiness 
were obtained no such disturbance of balance could be observed. A sample 
set of readings is given in Table 20. The small positive result obtained in 
this case is smaller than the errors of observation. In other cases the results 
indicated a small decrease in absorbing power during fluorescence. The 
experiment was tried with solutions of different concentration and different 
intensities of excitation. But when satisfactory conditions as regards stead- 
iness were obtained no disturbance of balance could be detected which was 
greater than the errors of observation. 

Tablk 20. 

Resorufin. Kxcited by Mercury Arc. 

Slit in front of /'\ set for equality of fluorescence alone. Readings 51.6, 49.7, 50.7, 

50.7. Slit set at the average 50.7. 
Lamp 7a set for F-\-T, i. e., fluorescence and transmission together. Distances 

= 233, 245. Average 239. 
Lamp 7a set for transmission alone {T) 233, 233. Average 233. 

F-\-T, 226, 228. Average 227. 
Slit set again for equality of fluorescence alone. Readings 50.7, 50.4, 50.3, 50.7. 
Slit set at the average 50.3. 

F-\-T: 235, 239. Average 237. 

7V 243. 245. Average 244. 
F-{-T: 226, 237. Average 232. 
Slit set for F alone: 508, 50.8, 50.7, 50.6. Average 50.8. 

/•'-f-7\- 238. 243. Average 240.5. 

T: 240, 236. Average 238. 
F-f r.- 243, 237. Average 240. 
Average of all: Distance of lamp for T alone =* 238.3; for T+F =^236.0, 
If this difference is real it indicates that the absorption of the solution during fluo* 
rescence exceeds its absorption when unexcited by 1.7 per cent. 
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It was suspected that the phenomenon of fluorescence absorption appa- 
rently demonstrated by Miss Wick and ourselves might indicate not an 
increase in the absorbing power of the solution but rather a decrease in its 
power of fluorescing. The results obtained by us might be interpreted 
equally well in either of these two ways. The fact that fluorescence absorp- 
tion seemed to be in proportion to intensity of fluorescence in different parts 
of the spectrum lent strength to this view. If the effect is a diminution of 
fluorescence and not an increase in absorption the failure of our photo- 
graphic tests could also be explained in an obvious manner. 

If the fluorescence is diminished we should expect the diminution to be 
observable not only along the line of the transmitted light but in other 
directions. To test this matter we set up two large fluorescent cells Fi 
and F2 (Fig. 167) covered with black paper except on the sides toward the 
exciting merciuy arc, and having two openings Oi and O2 in the bottom 
through which the light of the tungsten lamps Ti and T2, after reflection 
from mirrors, might pass up into the cell. The balance having been ob- 
tained with fluorescence alone, the lamp Ti was then turned on and we 
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tried to determine whether there was any change in the balance resulting 
from extinguishing Ti and at the same time lighting T2- The only effect 
was a slight one, opposite in sign to that which would be indicated in fluores- 
cence absorption, and due undoubtedly to a small amount of stray light 
entering the slit after reflection from the walls of the cell. 

It seemed to us possible that the effect might be analogous to the effect 
of infra-red rays in suppressing fluorescence, and that possibly it might be 
produced not by the visible rays which caused this annoyance through 
stray reflection, but by the red or infra-red rays. We therefore interposed 
ruby glass in the path of Ti and 72, thus eliminating disturbances due to 
stray light. Under these circumstances no disturbance of balance resulted 
from extinguishing one lamp and lighting the other. 

It seemed possible that while fluorescence absorption might really be the 
result of a diminution in the intensity of fluorescence this decrease might 
not be the same in all directions, but might be greatest in the direction in 
which transmitted light proceeded. The arrangement of apparatus shown 
in Fig. 1 68 was intended to test for the effect in directions nearly but not 
quite the same as the direction of transmitted light. The light from the 
tungsten lamp Ti passes through the cell Fi so as not to fall in the slit of the 
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instrument, but being nearly parallel to the axis of the collimator. The 
small amount of stray light from Ti which unavoidably did reach the slit 
was balanced by light from the second tungsten lamp Tt as shown in the 
figure. The results were entirely negative. Thinldng that the intense 
green line of the mercury arc might produce so much eflfect in weakening 
the fluorescence in Fi that additional light from T\ would produce only a 
slight effect, we interposed in some cases blue glass as shown, and in 
order to diminish the excitation produced by the light from Ti we some- 
times used green glass as indicated. The results, however, were in all 
cases negative. 

In Fig. 169 is shown an arrangement for testing the eflfect of transmitted 
light upon fluorescence in case the direction of transmission is opposite to the 
direction in which fluorescence is observed. No eflfect could be detected. 

In Fig. 1 70 are shown the essential parts of an apparatus used in applying 
the method suggested by Wood.^ A disk, shown in detail at the right of the 
figure, was arranged so that the four sectors might either occupy the 
position shown in the upper diagram, or might be shifted with reference to 
each other so that the inner openings and the outer openings would be 
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Fig. 169. Fig. 170. 

alternate. This disk was mounted between the exciting source and the 
fluorescent cell F, as shown. Light passed through the outer sectors to 
excite fluorescence, and light passing through the inner sector, after reflec- 
tion from a block of magnesium carbonate, passed through the cell to the 
collimator slit. Having balanced the illumination against a standard 
placed before the second collimator for the case where the inner and outer 
sectors were open alternately, the disk was then changed so as to make the 
excitation and transmission simultaneous. The results of several sets of 
observations with this apparatus are given in Table 21. The observa- 
tions indicate a slight negative eflfect, that is, the transmission of the solu- 
tion appears to be greater during fluorescence. But the eflfect indicated is 
so small that we are inclined to look upon it as resulting from accidental 
errors. 

A few measurements were made by a method essentially the same as that 
used by us in 1904, except that the source of the light transmitted was the 
fluorescence of a portion of the solution. A dilute solution of fluorescence 
was contained in a cell 20 cm. long, so arranged that either the half nearest 

>R. W. Wood. Philosophical Magaziiie. p. 940. 1908. 
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the slit or that at a distance could be screened from the exciting light, which 
in this case was the mercury arc. The spectrophotometer was set for a 
wave-length near the crest of the fluorescence spectrum and not overlapping 
either of the mercury lines, so that errors due to stray light were excluded. 
Upon screening that part of the cell lying nearest the slit the field was 
illuminated by the fluorescence light of the distant part of the cell after 
transmission through the rest of the cell T, Upon screening the distant 
part of the cell the light received in the instrument was due to the fluo- 

Tablb 21. 

The numbers in the table give the width of the slit near F (Fig. 170) when set 
to a balance with the standard in front of the other slit. 
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rescence of the nearer part F. Upon removing both screens fluorescence 
and transmission occurred at the same time C. If absorption is increased 
by fluorescence we should have 

F+T>C 

The readings in one case are given in Table 22. 
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The observations contained in Table 22 indicate a positive fluorescence 
absorption of 15 per cent. But if we apply the additional zero correction 
called for by the calibration curve of Fig. 164 the difference between F+T 
and C is reduced to 0.9 division or 4.3 per cent. In other cases an equally 
large negative result was obtained. 

The results of all of these experiments, which have been repeated many 
times, and performed with more precautions to avoid false results than can 
be indicated in this brief account, has been to convince us that the previous 
results of both ourselves and of Miss Wick are due to some systematic 
error, and that the supposed increase in absorption due to fluorescence 
either does not in reality exist or is too small to be detected by these methods. 
We have not been able to determine the exact nature of the error which 
led to our preceding results. The peculiar relation between slit opening 
and intensity brought out in Fig. 164 will explain some of the results but 
not all. Another source of error which might have been an important one 
is that resulting from the neglect of the slit-width correction, to the impor- 
tance of which attention is directed in Chapter XII of this memoir. 



CHAPTER XII. 

THE DISTRIBUTION OF ENERGY IN FLUORESCENCE SPECTRA.^ 

The energy of most continuous spectra is too feeble to permit of accurate 
measurements excepting in the infra-red and the longer wave-lengths of 
the visible spectrum, although we have a few determinations of the energy 
of the visible spectrum of the acetylene flame by G. W. Stewart^ and by Cob- 
lentz^ that extend beyond the green. The direct measurement of the energy 
of even the brightest of fluorescence spectra, which are very small in intensity 
as compared with those of our ordinary artificial light sources, is therefore 
impracticable. We have shown, however, in previous chapters of this 
memoir that it is possible to make quantitative spectrophotometric com- 
parisons between fluorescence spectra and the spectrum of a standard such 
as the acetylene flame. If the distribution of energy of the source used for 
comparison be known, it is therefore easy to compute that of the fluorescence 
spectrum. We have adopted this method in determining the energy distri- 
bution in the fluorescence spectra of fluorescein, eosin, and resorufin, with 
the results recorded below. The experimental work naturally falls under 
three heads: (i) The determination of the energy distribution in the stand- 
ard source; (2) the spectrophotometric comparison of the fluorescence 
spectrum with the standard ; (3) the measurement of the absorption of the 
fluorescent hquid, in order that the observed curve of fluorescence may 
be used to compute the typical curve. 

DETERMINATION OF THE DISTRIBUTION OF ENERGY IN THE SPECTRUM OF 

THE COMPARISON FLAME. 

The comparison source used in the experiments to be described in this 
paper was an ordinary flat flame from an acetylene burner, in front of which, 
at a distance of 1.4 cm., was mounted a metal screen having a circular hole 
0.6 cm. in diameter, so as to cut off the light from all but the brighter 
central portions of the flame. This flame with its diaphragm was mounted 
in a metal box having a circular window opposite the diaphragm. The 
box was fastened to a base fitted to slide along a straight metal track. This 
track was mounted horizontally in the same vertical plane as the axis of one 
of the collimators of a Lummer-Brodhun spectrophotometer, and at such a 
height that the axis of the collimator extended would pass through the win- 
dow in the box and through the center of the diaphragm to the flame itself. 

In front of the slit of the collimator was mounted a sheet of clear white 
glass, the surface of which had been sufficiently roughened by grinding 
with powered carborundum, so that at whatever distance the flame might 
be placed the contrast field of the spectrophotometer would be of uniform 
brightness throughout. The loss of fight by the interposition of the ground 

*The contents of this chapter first appeared in the Physical Review, xxx, p. 328. 

«G. W. Stewart. Physical Review, xvi, p. 123. 

*W. W. Coblentz, Bulletin of the Bureau of Standards, vn. p. 243. 
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glass was found to be about 40 per cent. Its transmission throughout the 
range of wave-lengths used in our measurements was not measurably 
selective. 

To determine the distribution of energy in the spectrum of the light 
received from the comparison flame after passing through the ground glass 
and the optical parts of the spectrophotometer, this spectrum was carefully 
compared wave-length by wave-length with the light received through the 
other collimator of the instrument from a black body of known temperature. 

The black body, Fig. 171, consisted of a tube of Acheson graphite about 
50 cm. long, of 1.7 cm. bore and 4.0 cm. external diameter. In the middle 
this tube was turned down for about 20 cm. until the thickness of the walls 
was reduced to about 0.4 cm. and the thin-wklled cylindrical chamber thus 
formed was heated by means of an alternating electric current furnished by 
a step-down transformer, of whose secondary circuit it formed the principal 
part. 

The ends of the cylindrical body were graphite plugs, each with an axial 
hole I cm. in diameter. Through one of these passed a tube of fused quartz 
containing a platinum-rhodium-platinum thermo-junction of wires which 
had been calibrated at the Bureau of Standards. This junction received 
radiation from the surrounding walls and could be pushed in and out at 
will so as to ascertain the range of temperatures within the black body. 
Through the opening in the 
other plug and through cor- 
responding openings in dia- 
phragms located nearer the pjg ,^1 
ends of the graphite tube, 

light from the incandescent tip of the quartz tube reached the spectro- 
photometer. 

To reduce heat losses and prevent the too rapid oxidation of the graphite, 
the tube was embedded to a depth of about 8 cm. in a mass of powered 
magnesite, which was contained in a hollow cylinder of magnesium oxide 
and asbestos such as is used for the packing of large steam pipes. 

When the primary circuit was supplied with 80 amperes at 1 10 volts the 
temperature of this improvised furnace, as indicatedby the thermo-junction, 
rose slowly to nearly 1500° C, at which temperature it remained with little 
change for a considerable time. Temperatures were determined in the 
usual way by means of a potentiometer and cadmium cell. 

The arrangement of the apparatus is shown in Fig. 172, in which if is an 
adjustable resistance, A is an a. c. ammeter, P is the primary coil of trans- 
former, S is the secondary coil, Diss, Dewar flask with the cold junction in 
ice, a and b are the collimator slits of the spectrophotometer, L is the 
Lummer-Brodhun prism of the spectrophotometer, O is the observing 
telescope of the spectrophotometer, g is the ground glass in front of slit b. 

The slits a and b were set once for all to convenient widths, b being 30 
divisions =0.6 mm. in width, and a 0.06 mm. The adjustable diaphragm 
in was of the same width as slit b. 

In this determination one observer made settings for wave-length and 
watched the contrast fields of the spectrophotometer, while another recorded 
the positions of the comparison flame when, for each region of the spectrum. 
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equality had been reached. In the meantime a third observer followed the 
changes of temperature with the potentiometer and recorded the E.M.F. of 
the thermo-junction for each setting of the spectrophotometer. Readings 
were begun when a temperature of 1410° (absolute) was reached. Sub- 
sequently the current was slightly reduced and further sets of readings were 
made throughout the spectrum. 
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Fig. 172. 

From these data the distribution of energy in the spectrum of the 
comparison flame was computed. 
Wien's equation 

was taken as giving the energy in the region of the spectrum at which 

measurements were made. The accepted value, for an ideal black body, 

of the constant Ct (i. e., C2 = 14,500) was assumed to be applicable to the 

present case, and the quantity Ct/\T was calculated from the readings of 

wave-length and temperature. 

Since relative values only were Tablb 23. 

desired, the constant Ciwas given 

a value convenient for purposes 

of computation. 

The two slits of the spectro- 
photometer were maintained at a 
constant width throughout, and 
the distance {d) of the comparison 
flame was varied until the inten- 
sities of the spectra were equal. 

The energy of any given region of wave-length X was therefore propor- 
tional to the ratio h/(i/(P) where /a was the energy of the corresponding 
region of spectrum of the light from the black body, computed as above. 

Observations were made for twelve regions lying between 0.477 n and 
0.656 M, and in the course of the determination the spectrum was traversed 
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four times. Good agreement existed between the various readings in each 
region with the exception of the observations immediately following changes 
made in the resistance of the primary circuit. These were rejected and all 
other readings were used in the computations and averaged for each wave- 
length separately. The results are given in Table 23 and are shown graphi- 
cally in Fig. 173. 



Fig. 173. 

Dcnti of (br Hefner lamp. TIk dutlcd liiie is computed [rom'Wia 

Tabls 34. 

Spec trophotome trie comparison of the acetyleae comparison flame, viewed throUKh 
the circular diaphragm and eroutid glass, vith flame of a Hefner standard lamp. 
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Wien's equation has tjeea employed, although in quite a different way, 
by Knut Angstrom' for the determination of the distributlui of energy in 
the spectrum of the flame of tlie Hefner lamp, and it is of considerable 
interest to compare his determination, which involved neither the direct 
measurement of temperatures nor observations upon a black body, with 
the results of the experiment just described. 
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For this purpose wemade acaref u1 spectrophotometric comparison between 
9ur acetylene standard and a Hefner ilame (see Table 24 and Fig. 1 74). Prom 
Angstrom's curve of the distribution of energy in the spectrum of the Hefner 
standard we then computed the relative intensities of our comparison fiame 
for several regions lying between 0.656 (i and 0.483 11. The points so deter- 
mined are shown in Fig. 173 by crosses marked A. 

Several points determined by Stewart by direct measurement with the 
radiometer are also shown in Fig, 1 73 , being marked S. 

It is a matter of some interest to determine to what extent the visible 
radiation from the acetylene fiame corresponds to the visible radiation 
from a black body. We find that the curve computed from Wiea's equa- 
tion is practically identical with our experimental curve from 0.56 n to 
0.65 II. But for wave-lengths less than 0.56 /i the curve based upon Wien's 
equation (shown by the broken line in Fig. 173) deviates considerably from 
that determined by experiment. The acetylene flame appears to possess a 
band of abnormally high radiating power in the region lying between D.55 fi 
and the violet end of the ^^ 
spectrum. 

Since the first account 
of our own work appeared 
Coblentz' has published 
the results of direct 
measurements of the 
spectrum of the acetylene 
flame with the vacuum 
bolometer. While Cob- 

lentz's results are in fair 

. ■.. „ - 0.50 0.54 O.Se 0.6J o.«/t 

agreement with ours m „. 

the region from 0.48 /i to 

o.56p,they differ very appreciably for the longer waves, lying between our 

own results and those of Angstrom. 

COMPARISON OF THE FLUORESCENCE SPECTRA WITH THE SPECTRUM OF THE 
STANDARD ACETYLENE FLAME. 

Before making the final spectrophotometric determinations from which 
the distribution of energy in the spectrum of various fluorescence spectra 
were to be computed, a careful study was made of the effect of slit-width 
upon the form of the observed curves. 

In the ordinary use of the Lummer-Brodhun spectrophotometer slit a 
(Fig. 172) would be of constant width and slit b would be varied. The 
accuracy of the screw of the latter was therefore tested, as already described 
at length in the opening paragraphs of Chapter XI, by mounting the 
slit, which had been removed from the instrument, in the field of a pro- 
jecting lantern and measuring the width of the slit-image, focused upon a 
horizontal millimeter scale at a distance of about 8 meters. Variations 
from constancy of the ratio of widths to micrometer readings were found 
negligible for a range of two turns of the screw. Studies of the brightness 
of the spectrum obtained when this slit was used showed, however, marked 

■ Bulletin ofUic Bunui ot Suadu-di, vol. i,p. i^. 1911. 
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deviations from the expected proportionality between the slit-width and 
intensity, especially for widths of less than o.oi cm. (see Figs. 163 and 164 
in Chapter XI). 

It was therefore decided to avoid changes in slit width by using the 
method of comparison used in determining the distribution of energy in the 
spectrum of the comparison flame. In this method the two slits of the spec- 
trophotometer remain unchanged in width, and equality of brightness is 
obtained for each region of the spectrum by moving the comparison flame 
along a bar or track parallel to the axis of the collimator. With the system 
of screens which we employed to exclude stray light, the law of inverse 

squares was found to hold 

t M 
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Fig. 175. 



for the entire range of dis- 
tances used in our experi- 
ments. 

The three substances 
selected for measurements 
were fluorescein in aque- 
ous solution slightly alka- 
line, eosin in alcohol, and 
resorufln in alcohol. 

The solutionsin each case 



were as dilute as was found practicable, so as to reduce the correction for 
absorption to a minimum. 

In the determination of the fluorescence curves the solution was placed 
in a rectangular cell of white glass (/, Fig. 175) and was excited by the light 
from a Cooper-Hewitt mercury lamp, C //. The tube of this lamp was 
vertical and mounted at a distance of about 30 cm. from the wall of the cell. 
Only those portions of the tube were used which were nearly in the same 
horizontal plane as the cell. The beam of exciting light entered the cell/, 
Fig. 175, in the direction of the arrow at right angles to the axis of the 
collimator. 

The cell was inclosed within a metal box with black, matte, oxidized 
surfaces, and having only the broad rectangular opening de for the admission 
of the exciting light and a narrow, vertical, slit-like aperture opposite the 
slit b through which the fluorescence was viewed. 

The use of the mercury arc, with its almost complete absence of light in 
the region occupied by the fluorescence bands to be measured, afiforded 
further protection against stray light. In the study of the fluorescein solu- 
tion the additional precaution was taken of inserting a cell of ammonio- 
sulphate of copper in water between the lamp and the fluorescent liquid, 
thus cutting off the yellow and green lines of the arc almost completely. 
The mercury lamp was fed from a storage battery of 1 20 volts with suitable 
resistance in series, and under these conditions it furnished an exciting light 
of unexpected constancy, surpassing in this respect any other source of suit- 
able character and sufficient intensity with which we have had experience. 

The arrangement of the apparatus for determining the fluorescence spectra 
is shown in Fig. 175. The plan is similar to that used in comparing the 
acetylene flame with the black body; but the photometer track carrying 
the flame was mounted in line with collimator a, while the fluorescence cell 
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was placed in front of slit b. In the figure, A is the comparison flame; si 
and S3 are screens to prevent stray light from entering sHt a;f is the cell of 
fluorescent liquid, and C. H. is the Cooper-Hewitt mercury arc lamp. 

The procedure was as follows: 

Slits a and b were set at equal widths of 50 divisions =0.05 cm. The 
comparison flame was then moved up to a point on the track just in front 
of the aperture in screen jj. The observing telescope was set for that 
region of the spectrum corresponding with the maximum of the fluorescence 
band to be measured. The fluorescent solution in eel! / was diluted until 
its spectrum for that region was slightly stronger than the corresponding 
region in the spectrum of the comparison flame. By slightly shifting the 



Fig. 176. — Eosin (to left) and resorufin. 
The ab»rv«I points an mtukcd by cirda. 

observing telescope in either direction two places could now be found, lying 
a short distance from the crest of the fluorescence band, at which the two 
spectra were of equal brightness. The circle readings of these positions 
were noted, and the position of the comparison flame was read upon the 
scale of the photometer track. The flame was then moved to a slightly 
greater distance from slit a, and two new positions were found for the observ- 
ing telescope, corresponding to points of equal brightness of the band 
farther from the crest. In this way the entire band was explored several 
times, and from these sets of readings the intensity of the band at various 
wave-lengths was computed in terms of the corresponding intensities of the 
spectrum of the acetylene flame. 
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From these values the observed curves in Figs. 176 and 177 were plotted. 
The observed points are indicated by circles. The crosses and dots in this 
figure refer to corrected values referred to in a subsequent paragraph. In 
the case of eosin the wave-length of the crest is nearly the same as that of 
the green mercury line. Measurements in the region of the crest were there- 
fore rendered uncertain by the presence of stray light from the green line. 
For this reason all the measurements in this region have been discarded. 
Observations near the crest of the fluorescein curve were also somewhat 
discordant, so that we do not regard this part of the curve as determined 
with much accuracy. 

To obtain from the observed curves the distribution of energy in the 
fluorescence spectra it was necessary to make corrections for slit-width and 
absorption, and to multiply the ordinates of each corrected ciu^e by the 
ordinates of the same wave-length in the curve giving the distribution of 
energy in the spectrum of the acetylene flame. 

THE CORRECTION FOR SUT WIDTH. 

In the spectrophotomctric comparison of sources of light having con- 
tinuous spectra and nearly the same luminosity curves the correction for 
slit width disappears; but in the case of spectra consisting of narrow bands 
this is far from being the case. The slit- width correction used in the deter- 
mination of the energy curves of incandescent solids does not apply, partly 
because it is the luminosity of the rays rather than their energy that is 
important, and partly because the distribution of luminosity in two sources 
has to be considered. The slit correction appUcable to the Lummer- 
Brodhun spectrophotometer may be derived as follows: Let the luminosity 
curve of the source ^i, in front of the slit A, have the equation 

I.=/(X) 

when the distance of the source is such as to give the standard intensity, 
which we shall call unity. If the distance is varied so that the intensity 
becomes i, then (X being the wave-length) 

Li = if{\) 

The luminosity of the source 5*2 in front of the slit B will then be given 
by the equation 

L2 = rf{\) 

where r is the ratio of the energy of 5*2 at the wave-length X to the energy 
of Si at the same wave-length, r is itself a function of X unless the two 
sources are identical in quality. 

Images of the slit A are formed in the focal plane of the telescope for each 
wave-length of the spectrum of ^i. If the spectrum is continuous, we 
therefore have a series of overlapping images, forming a spectrum of greater 
or less impurity according to the width of the slit A . 

The light reaching the eye from the slit A will depend upon the width 
of A , being proportional to this width if other conditions remain constant 
But it will also depend upon the width of the aperture C at the principal 
focus of the telescope, through which aperture the light used in making the 
setting must pass. If the spectrophotometer is used without an eye-pieoe» 
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SO as to obtain the benefit of the contrast field formed by the Lummer- 
Brodhun cube, all the light passing through C is used in illuminating the 
field, and the color is that resulting from mixing all the wave-lengths 
present. When the instrument is set to a match we therefore have equality 
between the total luminosity of the rays passing through C from A, and the 
total luminosity of the rays passing through C from B. 

An expression for the total luminosity of the rays from A may be found 
as follows: 

Let MN (Fig. 1 78) be the aperture at the focus of the telescope. It will be 
convenient to express the width 2c of this aperture in terms of wave-length. 
2C is therefore not a constant, even if the actual width 
of the aperture is invariable, but depends upon the 
dispersion in the region of the spectrum where the 
observations are made. The widths of the slits A and 
B, denoted by 2 a and 26, respectively, will also be 
expressed in terms of wave-length. We shall consider 
first the case where a<c, M' 

Let the center of C {00' in the diagram) correspond pjg j.g 

to the wave-length X. That image of the slit A which 
is formed by light of wave-length X will have its center coincident with 
the center of the aperture. The image formed by light of wave-length 
XH-JC will be displaced by the distance x, so that its central line falls at 
RR\ For values of x lying between -f (c— a) and — (c— a) all of the light 
forming the image of a will pass through the aperture. The total lumi- 
nosity reaching the eye from such images will therefore be 
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where di is the distance of the source Si from the slit and f» is a factor, de- 
pending upon the dispersion of the prism, such that ma is proportional to the 
width of the slit in scale divisions. It is clear that 2am/d^ measures the 
intensity of the light entering the slit, the intensity being unity when the 
source is at unit distance and the slit width one division. 

For values of x lying between c— a and c+a only a part of the image will 
be transmitted, the transmitted fraction being 

x+a—c 

2a 
The total transmitted luminosity from these images that are partially 
transmitted will therefore be 

='-^ TM — -- \ l/<x+.)+/(x-.)U. 

di Jc-a (20 2a ) 

Upon expanding/ (X+x) and/ (X— :jc) we have 

f{\+x)+J{\-x)^J{\)+xf{\) + '^^-^ (X)-f. . .+/(X)-a/'(X)+^'(X)- . . . 

2 2 

= 2/(X) + ^/"(X)+... 

For any ordinary case the terms in higher powers of x may be neglected . 
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vhtrt ; ai3d /" are written far /' X and /" X rcspectSvdr. 

Vpan adding the two integrals and introdndng the imdar cm/d^ 
we have 

'■■ - '-JT ["■- '-^r] - f M+w'i 

where 

The fonn of the expresaon may be shown to be tbe same when «<r. 
Similarlv for that portion of the field which is iDmnmated by St 

WTien the two fields are set to equahty wc have therefore 

Expanding ^'-rfj c\' and remembering that the second tenn in tbe laacket 



ii in each ca»^ small we have 
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An approximate value of r, usually a dose approximation, is obtained by 
ne;^lc-ctin;,' all terms after the first. This approsdmate value having been 
plotted as a function of X, r' and r" may be determined; and since /* and/" 
may Ix- obtained from the luminosity cun-e of the source A^ the coftee ti on 
terms in the alxjve expression can readily be computed. 

In the experiments described in this paper the conditions were so 
ab to make a = b = c. In this case the expression for r becomes 






If Af is the increase in r which results from changing the wave-length 
from X to X + 2a, and if A/ is the corresponding increase in/, we have appnud- 

fnaiel V : 

r'=Ar/2a, /=A//2a 
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For purposes of graphical computation we may conveniently express the 
approximate value of r" in terms of the distance DC, Fig. 179. If this dis- 
tance be called hr it may be readily shown that 
f" = 26/a2, 



"'^~d2'L %r 6r/J 




Fig. 179. 
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In computing these correction terms the lumi- 
nosity curve given by Tufts was used.^ The 
values of Ar and hr were taken from the curve 
showing the relation between X and the approxi- 
mate value of r. 

The correction depending upon hr is important 
only when the curvature of the r curve is con- 
siderable. In the present instance this correction 
is large for regions near the crest of the curve, 
but insignificant elsewhere. The importance of the correction is well shown 
in the curves for resorufin (Fig. 176), where the points marked with crosses 
show the curve after the slit correction has been applied. In the case of 
eosin and fluorescein the region near the crest was uncertain for the reasons 
already mentioned (^), so that the slit correction has not been applied in 
this region. 

The second correction term, depending upon the product ArA/, is negli- 
gible near the crest of the luminosity curve of the source, where A/ is small. 
The term is thus of no significance in the case of eosin and fluorescein. 
Even with resorufin, where the whole luminescence spectrum lies well Id th2 
infra side of the crest of the luminosity curve, this correction is important 
only on the steep side of the curve. The result of applying the correction 
is shown by the points in Figs. 176 and 177 that are marked with crosses. 

THE CORRECTION FOR ABSORPTION.^ 

The fluorescent hght which enters the slit of the spectrophotometer in the 
foregoing experiments comes from a layer of liquid in the fluorescence cell 
having a thickness determined by the opening de, Fig. 175, through which 
the exciting light enters the cell. This layer, which is to be considered as 
uniformly fluorescent, extends from x = X\\,o x = xt, where x is the distance 
from any point from which fluorescent light emanates to the wall of the 
cell in the direction toward the slit of the spectrophotometer. 

Let the intensity of light, of any wave-length X, sent toward the slit 
from the unit layer be i, and from a layer of thickness dx, be idx. If the 
coefficient of absorption of the liquid be a the light reaching the slit from 
the layer dx is idxer"^ and the total intensity of light reaching the slit from 
the whole of the excited layer is 



Jx, a 



'Tufts's curve (sec Physical Review, xxiv, p. 433) was obtained for an incandescent light. But the dif- 
ference between the color of the acetylene flame and that of the glow lamp in the region considered is so small 
that the error introduced is quite inappreciable. 

3For a full description of the methods employed in determining the absorption of such solutions see 
Chapter XIU. 



l86 STUDIfiS IN LUHINBSCBNCB. 

In th<: cell ust'd in these determinations xt was 36.5 mm. and xi was 
2.5 mm. 

The coefficient a was determined by measuring the transmJsaon of a cell 
containing a sufficient thickness of the fluorescent liquid to reduce the 
intensity of light of the wave-length of the middle of the absorption band 
to about 40 per cent. The correction for the losses of light in the glass and 
the solvent was determined by measuring transmission through the same 
cell when filled with absolute alcohol (or in case of fluoresceia with water). 

The correction for absorption, like that for sht-width, is of importance 
only in certain regions. The form of the fluorescence curves after the 
application of both corrections is shown in Figs. 176 and 177. 
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I'rom the data corrected in the manner indicated in the two preceding 
sections curves for the distribution of energy in the fluorescence spectnim of 
the llircc substances under investigation were derived by multiplying; each 
ordinate of the corrected curves of I'igs. 176 and 177 by the ordinate of same 
wave-length in the eiiiTgy curve of the acetylene standard (Fig. r73). 

The resulting curves are given in Fig. 180. They suggest by their form 
a close resemblance l}ctwcen black-body radiation and fluorescence, except- 
ing that the range of wave-lengths in the latter case is much smaller. 
Attempts to find some simply modified form of Wien's equation which will 
represent the results have thus far been unsuccessful. 



CHAPTER XI 1 1. 

THE SPECIFIC EXCITING POWER OF THE DIFFERENT WAVE- 
LENGTHS OF THE VISIBLE SPECTRUM IN THE CASE OF THE 
FLUORESCENCE OF EOSIN AND RESORUFIN. 

In the case of either a solid, like anthracene, or of a liquid such as one 
of the fluorescent dyes, fluorescence may usually be excited by light of a 
great variety of different wave-lengths. In fluorescent solutions there is 
commonly a well-marked absorption band lying close to the fluorescence 
band on the side toward the violet, and light of any wave-length within the 
limits of this absorption band will excite fluorescence. In fact fluorescence 
may usually be excited by light of much shorter wave-length, so that the 
solution will be lighted up when exposed to an ultra-violet spectrum. Simple 
inspection, however, is sufficient to show that the intensity of the fluores- 
cence excited by various portions of a given exciting spectrum is widely 
different. It is not clear whether this variation is due to the fact that 
certain wave-lengths are particularly effective in exciting fluorescence, 
or whether it results merely from the fact that the absorbing power of the 
material varies for different wave-lengths. It is clear that light can not 
produce excitation unless it is absorbed by the fluorescent solution. Dif- 
ferences in absorbing power might therefore produce wide variations in the 
apparent effectiveness of different spectral regions in producing fluorescence, 
even if the specific exciting power, i. e., the fluorescence excited per unit of 
absorbed energy, were in reahty constant for all wave-lengths. 

The determination of the relation between the specific exciting power and 
the wave-length of the exciting light is a problem of some interest, whose 
results possess also considerable significance on account of their bearing 
upon the theory of fluorescence. The present chapter deals with the deter- 
mination of this relation for eosin and resorufin.^ 

The exciting light was furnished by a Nemst glower which took the place 
of the slit of a large spectrometer. A narrow region in the spectrum thus 
formed was used in exciting the solution studied, and the intensity of 
fluorescence produced was measured by a spectrophotometer as the wave- 
length of the exciting band was varied. 

The arrangement for exciting and observing fluorescence will be made 
more clear by inspection of Fig. i8i. The light of the Nemst glower, 
after passing through the large spectrometer before mentioned, was reflected 
directly upward by a total reflecting prism as shown in the figiu-e, and passed 
through a horizontal slit S into the cubical glass vessel which contained 
the solution to be studied. The spectrometer was adjusted so as to bring 
the spectrum in focus at the slit S. One vertical face of the cubical cell 
was covered with a sheet of metal containing a slit 5' as shown in the figure. 
The exciting light passing through the slit S excited a narrow vertical 



*An mccount of the experiments described in thb chapter was given in the Physical Review, xxxi, p. 376, 
•nd p. 381, 19 10. 
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;;(rip in fhf lif|iii(l ii> lliicircjrfMicp. and this was nhserved thitni^ the slit 5', 
in fr'itit 'if whifh tlir rollimatnr sHt of the spectmphotonieter was placed. 
Tli^ '■')nipTri«iii witirrf fnr the spectrophotometer, as in various ecperi- 
niftil^ rlpwril>ffj in pn-viotii chapters, was an acetylene Qame sli'ting upon 
,1 ph'>)')!TiPtfr trick ■in that it coiiirt be set at diiferent distances &oni the 
;(roiiiifl nUiw in front of tlie ^ilit. This procedure malces it possible to keep 
Mir '^lit width conilani and therefore eliminates the errors whicli might be 
introfhircd in mpji'<»rcnn-nis where the variation of intensity is great. 
Til*" collimat'ir -ilil of the sprrtrophotometer was broad and the instrument 
wjt'i set M, a< to mfii-^iirc the central part of the fluorescence band. 

Ttie Ncmst Klc)wer whi<h fiirnisherl the exdting light was attached 
pfftiiJinently ff> the ollimator tulie of the large spectrometer. The wave- 
lrni(tli of the liicht used f'>r excitation was varied bj swinging the arm 
ciirrvin^ the collinifitor and flower, the other portions of the spectrometer 
roiniiining fixed in i>'«ition. .\t frequent inter\-als, corresponding to wave- 
Ion^;)!)!: fif the cyritiiiK iixht which differed only slightly from one a 
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(lie iiid.ii'iilv of tht- MiinuM-ciuT excited was measured by the spectropho- 
tonK-tvt. 'I'lic itII cKiiliiiitiiiK the lluoresiTnt solution was then emptied 
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in quality and energy distribution between the Nernst glower and the 
acetylene flame, but also eliminates any errors which might arise on account 
of selective transmission or other causes anywhere in the apparatus. 

The center of the slit 5' through which the fluorescence was absorbed 
was 8.2 mm. above the bottom of the cell containing the solution. On 
the average, therefore, the exciting light had passed through 8.2 mm. of 
solution before reaching the region whose fluorescence was measured by 
the spectrophotometer. The light available at this point to produce 
excitation was therefore less than that falling upon the face of the cell in 
the ratio of one to 6"°^^*. It was therefore necessary to compute this 
factor e~°^2* for each wave-length and for this purpose we determined with 
considerable accuracy the coefficient of absorption of both eosin and reso- 
rufin for different wave-lengths. 

COEFFICIENTS OF ABSORPTION. 

The measurements, which were extended throughout the absorption 
band for both dilute and relatively concentrated solutions of both sub- 
stances, were made by comparing the intensity of the light transmitted by 
a cell containing pure alcohol with the transmission, for the same wave- 
length, when the cell was filled with the solution in question. For the con- 
centrated solution two cells were used, the thickness of the absorbing layer 
being i cm. in one case and 3 cm. in the other. The dilute solutions were 
contained in a cell which gave an absorbing layer 29.5 cm. thick. The 
source of light for transmission was an acetylene flame. The comparison 
standard was also an acetylene flame, which was mounted so as to slide upon 
a track as previously described. 

The ratio of the intensity of the light transmitted by the solution to the 
intensity of the light transmitted by the alcohol gave the percentage trans- 
mission, from which, with the thickness of the cell, the coefficient of absorp- 
tion, a, could be computed, a being defined by the expression 

where x is the thickness. 

The results for eosin are shown in Fig. 182 and for resorufin in Fig. 183. 
Curve / in each case gives the coefficient of absorption for the dilute solution 
as a function of the wave-length, while curve // gives the coefficient of 
absorption for the concentrated solution. In Fig. 182 the scale is fifty 
times greater for curve / than for curve //, and in Fig. 1 83 the scale for 
curve I is ten times as large as that for curve //. 

It will be seen that the absorption curve has very nearly the same form 
for the dilute and concentrated solutions. This is especially true in the 
case of resorufin, where each little ripple on the curve for the dilute solution 
is reproduced on the curve for the concentrated solution. In Table 25 
will be found the values of a for the two solutions, together with the ratio 
of the two values. It will be seen that the ratio remains nearly constant 
throughout the whole spectrum. The variation from constancy is most 
marked at the two ends of the spectrum where the liability to experimental 
error is greatest. The results in the case of resorufin appear to indicate 
that the form of the absorption curve is not altered by concentration 
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throughoiit the range studied and are tfatis in agreement with the results 
(rf Miss Wick.' 

The appearance of the curve for resonifin suggests that the band is 
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complex and that in addition to the principal marimum at 0.577 M there 
are secondary maxima of absorption at about 0.558 11 and 0,536 11. If the 
absorption of rcsorufin really consists of three overlapping bands, as seems 
probable, our results indicate that all three of these b^ds are produced by 
the ions. 

Tabus as- 
Coefficients of absorption for resomSa. 
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In the case of eosin there is some indication of a secondary maximum in 
the neighborhood of 0.49 fi. The values of a for the two solutions and the 
ratios for these two values are given in Table 26. It will be noticed that 
the ratio is not nearly so constant as in the case of resorufin. There is 
perhaps some slight indication that the secondary band at 0.49 /x changes 
with the concentration at a different rate from the principal band, but it 
is doubtful whether the results are sufl&dently accurate to give any certainty 
to such a conclusion. The small values of the ratio on the red side of the 
band imply a slight shift toward the red in the case of the dilute solution, 
but the region in which these small values in the ratio occur is the region 
where the results are most liable to error. 

In each case we have shown by the curve F the distribution of energy 
in the fluorescence spectrum of the substance in question. The resemblance 
is noticeable between this ciurve of energy distribution and the absorption 
curve. Roughly speaking the one ciurve is the image of the other. In the 

Tablg 26. 
Coefficients of absorption of eosin. 
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absorption curve the side toward the red is steep, while the absorption dies 
away gradually toward the violet. In the fluorescence curve the intensity 
dies away gradually toward the red and stops abruptly on the violet side. 
When the mechanism of fluorescence is more fully understood the reason 
for this peculiar relationship between the two curves, which seems to be 
a characteristic of the fluorescent substances of this class, will doubtless 
be clear. 

COMPUTATION OF SPECIFIC EXCITING POWER. 

In the determination of the specific exciting power for eosin the solution 
used was the same as that employed in determining the absorption curve, 
for the more concentrated of the two solutions, shown in Fig. 182. The 
value of a for each wave-length could therefore be read off at once from 
that curve. 

In the case of resorufin a different solution was used. Since, however, 
the form of the absorption ciurve is the same for all concentrations, it was 
sufficient to determine the absorption for one particular wave-length and 
then to reduce the values read from the ciurve for that substance (Fig. 183) 
in a constant ratio. 
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Having computed in this way the intensity of the rays which actually 
reach the region in the solution under observation, and which are therefore 
available for producing excitation, it was only necessary to find the amount 
of energy absorbed in each case by multiplying /o«~*'**' by a. Finally 
the absorbed fluorescence, divided by the absorbed energy which produced 
it, gave the quantity sought, that is, the infensity of fiuorescence excited by 
unit quantity of absorbed energy of the particular wave-length in question. 
In the case of eosin the observed data, as well as the derived quantities 
corresponding to several 
steps in the computation, 
are given in Tabic 27. In 
the case of resorufin the 
same thing isshown graphi- 
cally (Fig. 184). The ob- 
served points in each case 
* are connected by full lines, 

while in the case of com- 
puted values the p<nnts are 
2 connected by broken lines. 

In curve / we have the in- 
tensity of the exciting light 
after reflection from mag- 
.53 .54 M S6 57 so 53 6c ti 6?/' ncMum carbonatc. Curve 
P'E- 184. // gives the intensityof the 

'*"°™ "* light actually reaching that 

part of the solution opposite the slit S'. The ordinates of curve III are 
obtained by multiplying each of the ordinates of curve // by a. Curve /// 
therefore gives the energy actually observed from the exciting light for each 
wave-length. When the ordinates of curve / V, which shows the observed 
fluorescence, are divided by the ordinates of curve /// we have the quan- 
tity desired, namely, the fluorescence excited per unit of observed energy 
(curvo 1). 

Table 37.— Eosin. 
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The results for eosin are shown in Fig. 185 and for resorufin in Fig. 186. 
In the case of the latter figure the values corresponding to those shown in 
Fig. 184 are marked by circles. The crosses show the values obtained by 
another set of observations which are not here recorded in detail. The 
individual points on these curves show considerable erratic variation. In 



many cases these can be traced back to irregularities in the original data, 
doubtless due to some experimental errors. In making computations we 
have made no effort to eliminate these errors by smoothing the curves, but 
have taken each observation as it stood and carried through the work to 



Fig. 186. — Resorufin. 

absorplionand curvr F Ih* energy distribution in the fluortscrncr sprclrum. 

the final result. Smooth curves have, however, been drawn among the 
computed points. The data and results recorded here represent the best of 
a number of series of observations. While those not recorded gave more 
irregular results than here shown they all agreed in indicating the same 
general trend in the final curve. 
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In each of these two dgures also we have plotted the curves for the ooeflS- 
cient of absoiption i .4 ) and for the energy distributioo in the flooresoence 
spectrum (F). It would seem reasonaUe to expect that the curve erf qiecific 
exciting power might show some peculiarities either in the region erf maxi- 
mum absorption or in that of most intense fluorescence. It appears, how- 
ever, that nothing of this kind occurs. 

Before beginning these experiments we were of the opinion that either 
the specific exciting power would prove to be constant, so that the same 
quantity of absorbed energ>' would produce the same fluorescence regardless 
of its wave-length, or else that the effectiveiiess <rf the exciting Ught would 
prove to be greater for the shorter wave-lengths. The readiness with which 
fluorescence is excited in the ultra-\-iolet spectrum made the latter view 
seem plausible. As it turns out, neither of these views is in accord with the 
facts. We were unfortunatelv unable to extend the observations to the 
ultra-Wolet spectrum. It seems dear, however, that if we confine our 
attention to wave-lengths falling within the range (rf one absorption band 
the light King near the red side of the band is more effective in prodndng 
fluorescence than that l>*ing on the x-iolet side, and the change in the qiecific 
exciting power as we pass through the band is steady, without any indica- 
tion of anything selecti\'e in the neighborhood erf the region erf nuudmum 
absorption. 



CHAPTER XIV. 

THE THEORY OF WIEDEMANN AND SCHMIDT. 

The most comprehensive theory of luminescence thus far proposed is 
undoubtedly that first suggested by E. Wiedemann^ in 1889, and later 
modified and extended by Wiedemann and Schmidt.^ According to this 
theory some chemical or physical change is produced in a luminescent 
substance dtuing excitation, and the emission of light is an accompaniment 
of the more or less gradual restoration of the modified substance to its 
original condition. Thus, in the case of phosphorescence, it was suggested 
by Wiedemann that a portion of the active material was changed by the 
exciting light from the stable condition A into the unstable state B, Phos- 
phorescence would then result from a gradual breaking down of the unstable 
compound.' Fluorescence maybe due either to thevibrations setup during 
the change from A to B, or to the fact that the reaction B-^A proceeds, with 
emission of light, during excitation as well as during decay. Thermo- 
luminescence is to be explained as the result of some chemical change pro- 
duced by heat, diuing the progress of which the molecules are thrown into 
such violent vibrations as to bring about the emission of light. Lumines- 
cence ceases in such cases when the change has been completed; and some 
outside stimulus is required, such as that furnished by kathode rays, to 
restore the substance to the sensitive state. Not only is this explanation 
of thermo-luminescence a plausible one, but in several instances evidence 
has been fotmd that the assumed change really occurs. In the paper 
already referred to, Wiedemann and Schmidt have discussed all of the 
various types of luminescence in considerable detail and have shown that 
the theory proposed by them will account for the phenomena, at least 
qualitatively, in a very satisfactory way. 

It has generally been assumed that the change accompanying lumines- 
cence is of a chemical nature. Various suggestions have been made in 
regard to the character of the reactions produced by the exciting Ught (or 
other cause), and attempts are not lacking to trace a connection between 
luminescence and chemical constitution. It was pointed out, however, 
by Wiedemann and Schmidt that in many cases there were reasons for 
looking upon electrolytic dissociation as the more probable cause of lumines- 
cence. In fact, since the electromagnetic disturbance that constitutes 
light can get a hold on the molecules of the active material only by exerting 
forces upon the electrical charges in the molecule, and will always tend to 
separate the positive and negative parts, it appears probable that the first 
effect of the exciting light is always to produce some type of electrolytic 
dissociation, and that any chemical changes which may be exhibited are 



*£. Wiedemann, "Zur Mechanik des Leuchtens," Wied. Ann., 37, p. 177, 1889. 
s£. Wiedemann, and C. C. Schmidt. Wied. Ann.. $6, p. 177, 1895. 
*E. Wiedemann, /. c, pp. 324-335. 
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secondar>' effects.^ But although the exciting light causes a separatioti of 
the active molecule into positive and negative parts, it appears unlikely that 
these parts are the ions of ordinar>' electrolysis. There are many sub- 
stances like fluorescein and eosin which fluoresce only when dissociated. In 
such cases fluorescence can not be due to the recombination of ioos; for 
dissociation and recombination are taking place in an electrolytic solution 
all the time, and if this were the cause of luminescence we diould expect 
the solution to ^low continuously without the action of any exciting light. 
Fluorescence in such cases must be due to some action upon the ions them- 
selves. Now it can scarcely be doubted that the absorption of the exciting 
light is the result of resonance on the part of the molecules or atoms of the 
active substance; and although the xnbrational energy thus imparted to 
the molecules is rapidly transformed by collisions into translational energy 
( heat ) . yet under favorable conditions the molecules might be thrown into 
such \-iolent oscillation as to be torn apart. It seems, therefore, that the 
most plausible assumption to make is that the first effect of the exciting 
light is to produce such \-iolent \ibrations as to hberate one or mcM'e electrons 
from the molecule: in other words, to bring about dissociation similar to 
that produced by Roentgen rays. For the sake of definiteness we shall 
adopt this view in the discussion that follows. 

Among the facts of luminescence that are satisfactorily accounted for by 
the theorv of Wiedemann and Schmidt is the law that the distributioo of 
intensity and the wave-length of maximum intensity for each band in a 
luminescence spectrum are independent of the mode of excitation.- Light 
corresponding to any part of the absorption band may, if sufficiently intense, 
pnxluce dissociation : and dissociation may also be brought about by vari- 
ous other agencies, such as the action of R»"»entgen ra>*s and kathode rays. 
But the manner in which recombination occurs, and therefore the form of 
the luminescence spectrum, will not depend in any way upon the manner in 
which the dissociation was produced. 

The theorv" also leads directly to the o.^nclusion that the light emitted 
during the luminescence ot an is*.->tn.ipic substance is tmpolarized, whatever 
may be the cvmvlttion of f.K>larization of the exciting hght. and this coo- 
elusion is in a;creeaient with the experimental results in aD cases where 
Dolarization tests havv Ix'cn apolievi. 

The law ot Stokes that the light emittevi during photo-Itumnescence is erf 
jnreater -Auvt -length thati th.e exciting lii:ht has alwa\-s proved a stumbling- 
block in the deveK^piuezit v.>!: th.ev^ries of luminescence, and at first glance 
the ditP.ctiltx ap^H-ar^i tv^ S* a>i great in the case of the Wiedemann and 
Schmidt thev>ry as ui auv v^t the v^ther thev"»ries prv^potsed. Why shook! the 
•ab rations tha: vwui v",i ivwntibiiutioii differ in period from those origin- 
ally set uv b\ i\w excitui^s: ti.i:ht ' U is indeed p*.^ssible that the latter are 
forced vibratuuix. wh^v^e ivriv\t Nar^j uo simple relation to the natural 
period ot the uu»Uv»ate. but it i^ v^u^re reasonable to expect that vibfatioiis 
which br'-riiC aU>ut actual vhsiitte.^"ativui are pcvxboced by resooanoe. If 



'or 3tUIIlf^vu^t oir>«r« >.>< :itioiv'«t.'vi<«.v v;\s'i\%vi ^> ^''K^K ^ «i)i)vivi#i. «(i^v-iifiig«.l| it;« ChupCtff D ajMi fas 
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this is true we have to do with the natural period of the molecule in both 
cases, and it would seem that the light emitted during luminescence should 
have the same wave-length as the exciting light. In the discussion that 
follows we venture to make a suggestion which offers an explanation of this 
difficulty. 

In the case of photo-luminescence in solids and Uquids the active mole- 
cule is always closely surrounded by other molecules. In general these 
surroimding molecules belong to the solid or liquid solvent in which the 
active material is dissolved. If we have to deal with the luminescence of a 
pure substance (if such cases occur), the surrounding molecules are of the 
same kind as those which participate in the luminescence phenomena. 
But in either case the period of vibration will be different from what it 
would be if the vibrating molecules were isolated. Since the change in 
period will be relatively great for those molecules that are close to their 
neighbors and smaller for those that are farther away, it is seen that the 
natiu'al period will vary through a considerable range as the active mole- 
cules move about, and at each instant there will exist in the substance 
molecules having all periods lying between certain rather wide limits. The 
absorption spectrum of the substance therefore consists of bands rather 
than of lines.^ 

When a molecule is dissociated by the action of the exciting light, the 
two parts, being electrically charged, will be more strongly attracted by 
the molecules of the solvent than was the original neutral molecule. Recom- 
bination of the separated ions is therefore more likely to occur when the 
latter are in the immediate neighborhood of the molecules of the solvent, 
i. e., under conditions which make the period of the resulting vibrations 
longer, on the whole, than the period natural to the active molecules before 
dissociation. Since recombination can occur under a variety of conditions 
a wide range of wave-lengths will be represented in the luminescence 
spectrum ; the latter also will consist of bands rather than of lines. But 
on the whole the wave-length of the light emitted during luminescence will 
be longer than that of the exciting light. The same sort of thing will occur, 
although in less marked degree, even when the active molecule is itself 
electrically charged, as in the case of fluorescein. In this case, as well as 
in that first considered, it may even be that each of the two parts into 
which the active molecule is dissociated becomes a nucleus to which neutral 
molecules are attracted, so that the ions become heavy aggregations of 
molecules. This is the assumption usually made regarding the production 
of ions in gases by the action of Roentgen rays, kathode rays, etc. If this is 
the real condition of affairs, the reasons for increased wave-length in the 
light emitted are still more evident. 

It will be seen that this way of looking at the phenomena of photo-lumines- 
cence gives what might be called a mechanical explanation of Stokes's law. 
It does not lead us to expect, however, that Stokes's law will always be 
exactly followed. The luminescence spectrum and the absorption spec- 
trum may overlap; in fact, it is to be anticipated that they will do so in the 
majority of cases. This is in agreement with the more recent experiments 
on this subject. 



^Essentially this explanation of the broadening of spectral lines has been discussed in some detail by 
Galitzin, Wied. Ann., 56, p. 78, 1895. 
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Upon the basis of the dissociation theory of luminescence it is dear also 
that we should expect no change in the form of the phosphorescence 
spectrum during decay.^ The intensity of phosphorescence will depend 
at each instant upon the number of recombinations that occur per second, 
and will therefore diminish as the number of free ions becomes less. But 
it seems probable that the number of recombinations that occur tmder 
such conditions as to give light of a certain wave-length will still remain 
the same fraction of the whole number. The case has some resemblance 
to that of the distribution of velocities among the molecules of a gas; if the 
total number of molecules in a given volume is diminished, the number 
having a given velocity will also diminish; but this number will still be the 
same fraction of the whole. 

Probably the most serious objection to the form of the theory of 
Wiedemann and Schmidt that is here considered is the absence of any 
direct evidence of electrolytic dissociation during the excitation of lumines- 
cence. The experiments of Howe,^ although carried out with apparatus of 
high sensibility, fail to show any ionization in anthracene vapor when 
excited to fluorescence. Ionization of gases by the direct action of ultra- 
violet light has indeed been observed in numerous instances, but not under 
conditions which indicate any connection with luminescence. No change 
in electrical conductivity during excitation, such as might be expected to 
result from electrolytic dissociation, could be detected in fluorescent liquids 
by Cunningham, Regner, or Camichel. Our own experiments with 
alcoholic solutions of the fluorescent dyes seemed at first to indicate an 
increase in conductivity during fluorescence in some cases as great as i per 
cent. But the work of Hodge and of Goldman has shown that these results 
were in reality due to a change in polarization or to the establishment of a 
photo-electric E.M.F.^ 

On the other hand, Lenard has found indirect evidence of an increase in 
the conducting power of certain phosphorescent sulphides during lumines- 
cence. The fact that luminescent substances usually exhibit strong photo- 
electric activity, as was first pointed out by Elster and Geitel, also points 
to a close connection between ionization and luminescence. Even the 
absence of increased conductivity in fluorescent Hquids is not so important 
as would at first appear, for the solutions tested were those in which the 
property of fluorescence resides in the ion. If a negative ion is dissociated 
by the separation of an electron no change in the number of ions will result, 
and the only change that could be expected in the conductivity is that 
which might come from a change in the mobility of the ions. Whether the 
mobility would be increased or decreased we have no means of telling; but 
that the change would not be great seems reasonably certain. 

While the failure of experiments to detect increased conductivity in 
solutions thus appears to be without great significance, the fact that cells 
containing fluorescent liquids give an E.M.F., when one electrode is illumi- 
nated, which is far greater than that of other photo-active cells, gives another 
instance of a close connection between fluorescence and electrical effects. 



'The hypothesis of molecular groups developed in Chapter XV in discussing Uie form of the dccAJ 
calls for a slight change in the form of the spectrum. But it seems probable that this dwngc b to 
as to be difficult of detection. 

*See Chapter X. 
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It is to be remembered that the rays that produce photo-activity in such 
cases are the same that cause fluorescence. Goldman has further shown 
that the behavior of photo-active cells with fluorescent liquids is such as to 
indicate the liberation of negative electricity at the illuminated electrode 
at a constant rate depending upon the intensity of illumination. Goldman's 
results are thus in complete accord with the view that fluorescence is 
accompanied by ionization. 

It appears, therefore, that while there is no direct evidence of electrolytic 
dissociation in fluorescent solids and liquids, many phenomena have been 
observed which make it seem probable that such dissociation exists. A 
detailed study of this very interesting class of phenomena is much to be 
desired, and will doubtless suggest some means by which a very fundamental 
question in the theory of luminescence may be definitely settled. 

In the case of gases the experimental results are less favorable for the 
dissociation theory of luminescence, and in the case of fluorescence seem to 
directly contradict it. Before accepting these results, however, as con- 
clusive evidence of the falsity of the theory, it is desirable to consider the 
nature of the differences which the theory would lead us to expect between 
the behavior of gases and liquids. 

It can scarcely be doubted that in the case of liquids or solid solutions 
the presence of the solvent is favorable to the ionization of the solute. The 
solvent acts as a catalytic agent, both for ordinary dissociation and for that 
which we assume to be produced by light. To form a picture of the process 
by which this catalytic action is effected, let us consider a molecule of the 
solute (active substance in the case of luminescent substances) which is 
subjected to some influence tending to separate it into positive and negative 
parts. Such a tendency might result from a violent collision or from strong 
resonant vibrations set up by light. As soon as the separation begins it 
will be aided by the attraction of the neighboring neutral molecules of the 
solvent, and when dissociation has actually occurred the ions are rendered 
more sluggish in their movement, and are to some extent prevented from 
recombining, by becoming attached to the solvent molecules. If we 
imagine the solvent removed, so that we have to deal with a gas instead of 
a solution, it is readily seen that the conditions are less favorable to ioniza- 
tion for two reasons: 

(i) The forces to be overcome in effecting dissociation are far greater, 
since there are no solvent molecules to partially counteract the mutual 
attraction of the ions ; and for the same reason the ions must be driven much 
further apart in order that the separation may be complete; 

(2) The tendency toward recombination is greatly increased, both 
because of the greater effective attractive forces between the ions and 
because of their more rapid motion. 

It is not surprising, therefore, that spontaneous electrolytic dissociation 
is very rarely observed in gases. HCl in dilute solution is a good con- 
ductor. But the same amount of HCl in the form of a gas, occupying the 
same volume as before, shows no conducting power except such as requires 
the most refined apparatus for its detection. Does it not seem reasonable 
therefore that the ionization produced in a gas by light should also be very 
minute, so that we may hope to detect it only under especially favorable 
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conditions, and by means of apparatus even more sensitive than that thus 
far used? 

It may be also that some type of dissociation occurs in gases that is inca- 
pable of producing a change in electrical conductivity, but nevertheless as 
effective as complete dissociation in producing fluorescence. For the sake 
of definiteness let is assume that fluorescence is due to the vibrations c^ one 
ring of the Satumian atom proposed by Sir J. J. Thomson. We can imagine 
this ring set into such violent vibration by hght of suitable period that an 
electron is broken loose. This electron will later return and, by setting 
up vibrations when it reenters the ring formation, wiU cause fluorescence. 
But the separation of an electron from such a ring does not necessarily 
mean dissociation in the electrolytic sense. In order that complete dis- 
sociation should occur the electron must be driven away to such a dis- 
tance as to be practically beyond the influence of the remainder of the 
atom. The energy required to accomplish this is probably far greater 
than that required to break down a ring; and complete dissociation, which 
alone can manifest itself by an increase in electrical conductivity, may be 
of relatively rare occurrence, even in cases of brilliant fluorescence. It 
may be pointed out in passing that the partial polarization observed by 
Wood in the Ught emitted by fluorescent sodium vapor is to be expected 
if the view outlined above regarding the nature of fluorescence in gases is 
accepted. 

In the case of phosphorescent gases electrolytic dissociation is readily 
detected so long as phosphorescence lasts. In such cases the cfissodation 
appears to be complete. The long duration of the after-glow in gases sug- 
gests that the ions attach themselves to neutral molecules and in ccmse* 
quence move slowly; and the fact that the spectrum often consists of bands 
rather than lines is in accord with this view. The decay c^ phosphores- 
cence in gases follows the law that is predicted by the dissociation theory 
in its simplest form,^ and seems to be almost entirely free from the dis* 
turbing influences present in the case of solids. 

While we are by no means justified in looking upon the theory of 
Wiedemann and Schmidt as finally established, it appears to us, in the light 
of the preceding discussion, that it is by far the most promising of the 
theories thus far suggested, and that it affords a most useful guide in the 
experimental study of luminescence. 



'C. C. Trowbridge. Physical Review, vol. 26. p. 515. iqoS; vol. J2. p. IJ9. 1911. 



CHAPTER XV. 

THE PHENOMENA OF PHOSPHORESCENCE CONSIDERED FROM 
THE STANDPOINT OF THE DISSOCIATION THEORY. 

It is our purpose in this chapter ( i ) to derive the law of decay of phospho- 
rescence which the dissociation theory would lead us to expect under such 
ideally simple conditions as seem to exist in the case of gases; and (2) to 
consider in turn the various modifying factors which may have an influence 
on the phenomena of phosphorescence in solids, and to determine so far 
as possible the nature of this influence. Comparison with experimental 
results will then make it possible to form an opinion of the relative impor- 
tance of the various factors considered. 

It will facilitate the discussion if we consider first the requirements which 
a satisfactory theory must meet. The most important experimental results 
in the case of photo-luminescence are briefly mentioned below : 

SUMMARY OF EXPERIMENTAL LAWS. 

1. Stokes's Law. 

2. If we isolate a single band of the luminescence spectrum it is found 

that the distribution of intensity throughout the band is inde- 
pendent of the intensity and wave-length of the exciting light. 

3. The light emitted by an isotropic substance during luminescence is 

unpolarized, no matter what may be the condition, as regards 
polarization, of the exciting light. 

4. During the decay of phosphorescence each band of the luminescence 

spectrum behaves as a unit; /. e., the wave-length of maximum 
intensity and the relative distribution of intensity throughout 
the band remain unchanged. 

These general laws were discussed in the preceding chapter and it was 
pointed out that they are directly deducible from the dissociation theory. 

To these four general laws must be added the following experimental 
facts connected with the decay of phosphorescence : 

5. Form of Decay Curve. The curve obtained by plotting the values 

of I~^ as ordinates and the corresponding values of /as abscissas 
is a straight line for small values of / ; it changes to a curve con- 
cave toward the axis of / as / increases ; but for still larger values 
of / the relation between /~* and / is again linear, and remains 
so until / becomes too small to measure. The form of the decay 
curve is dependent on the intensity and duration of excitation, 
the slant being altered in each of the straight parts by a change 
in either of these two factors in the excitation. 

6. Hysteresis. The behavior of a phosphorescent substance with a 

given excitation depends upon its previous history. Some semi- 
permanent change is produced by excitation which persists for 
several hours, or even for several days, after visible phosphores- 
cence has ceased. 

201 



202 STUDIES IN LUMINESCENCE. 

7. Effect of Red and Infra-red Rays. In the case of certain substances 
the semi-permanent condition produced by excitation may be 
destroyed and the material restored to a standard state by a brief 
exposure to the red and infra-red rays. The eflfect of the longer 
waves during phosphorescence is to accelerate the decay. In 
some cases the first effect is to increase the brightness of phos- 
phorescence, this temporary effect being followed by decay more 
rapid than the normal. 

THE DECAY OP PHOSPHORESCENCE UNDER SIMPLE CONDITIONS. 

According to the form of the Wiedemann and Schmidt theory that is 
here adopted, the effect of the exciting light is to produce electric dis- 
sociation of the active substance and the resulting n^;ative and positive 
nuclei exist for a time uninfluenced by their mutual attraction. The 
vibrations that occur upon the recombination of the ions give rise to phos- 
phorescence. 

The simplest h3rpothesis regarding the law of recombination of the ions 
in a luminescent substance is that which has been applied to the case of 
ionization in gases.^ Let the number of positive ions present per cubic 
centimeter at any time / be n. The number of collisions between a positive 
and a negative ion will be proportional both to the number of positive ions 
and to the number of negative ions; and a certain fraction of these col- 
lisions will result in recombination. Since positive and negative icms are 
present in equal numbers we have 

dn/dt^ —aw* i/n^c+ai where c^ ijn% 

Since the intensity of phosphorescence is proportional to the number of 
recombinations per second 

This is one form of the empirical expression originally proposed by 
E. Becquerel to express the decay of long-time phosphcH-esoence, and is 
the same law that was derived on the basis of entirely different theoretical 
asstunptions by H. Becquerel.* 

In comparing our experimental results with the law just derived, it is 
convenient to write the above expression in a different form, namely, 

V/ 

where 

' J. 'ft 

n^^ka > k 

The decay of phosphorescence in gases appears to be strictly in accord- 
ance with tliis law.^ Under certain special conditions as regards temper- 
ature, etc., the law is very closely obeyed by zinc sulphide and even by 
Balmain's paint.^ But in the great majority of instances the pho^hores- 

iRutherford. Philosophical Magazine, vol. 44, p. 422. 1897. 

>H. Becquerel, Comptes Rendus, vol. 113, p. 618, 1891. 

•C. C. Trowbridge, Physical Review, vol. 26, p. 515; vol. 32, p. 129. 

*C. A. Pierce, Physical Review, vol. 26, p. 312 and p. 454, 1908. See also Chapter VI. 
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cence of solids decays in accordance with a more complicated law. As 
stated above, the cm^e obtained by plotting values of /"* as ordinates 
and the corresponding values of / as abscissas is not linear throughout, as 
the simple theory would lead us to expect. The ciu^e is straight, both 
for smaU values of t and for large values of /, but shows a sharp curvature 
for intermediate values. 

It has been suggested by H. Becquerel^ that the form of curve observed 
in the case of soUds is to be accounted for by assuming that the phosphores- 
cence spectrum consists of two bands, each of which obeys the simple law, 
but having different rates of decay. If a decay curve is plotted for each 
of the two assumed bands the equations of the two curves will be 

and each of the two curves will be a straight line. But if we plot /"* 
against /, where / is the observed total inten- 
sity (/ = /1+/2) the resulting curve will not 
be straight but will take the form shown by 
ciu^e C, Fig. 187. In this figiu-e A and B are 
the decay curves for the two bands taken 
separately. In the case represented in the 
figure the two bands are assumed to decay at 
widely different rates, and the band which 
decays more rapidly (^4) has initially the 
greater intensity. It will be seen that under 
these circumstances the decay curve for total 
intensity has all the characteristics of the 
ciu^es determined by experiment. Becquerel 
cites one substance for which the observed 
intensity can be represented by the expression 

/=i/(fli+fci/)2+i/(a2+M' 

with remarkable accuracy. In the case of 

this particular substance Becquerel also fotmd independent evidence of the 

existence of two bands in the phosphorescence spectrum. 

This way of accounting for the form of the decay curve, was also pro- 
posed by Pierce in discussing the decay of phosphorescence in Emanations- 
pulver, and has been shown by him to give a very satisfactory explanation 
of the change in the form of the decay curve resulting from changes in 
temperature. 

If Becquerel's explanation of the form of the decay curve is correct we 
should expect to find a change in the phosphorescence spectrum diuing 
decay. For, referring to the figure, the light given out during the first 
few seconds is chiefly due to band A, while that emitted diuing the later 
stages of decay is almost entirely due to band B, Unless these two bands 
are coincident some shift in the wave-length of maximum intensity is to 
be expected. Our own experiments with Sidot blende show that no meas- 
urable change occurs in the form of the spectrum, or the position of its 
maximum, dimng the first 10 seconds, and the later work of Pierce shows 
that the wave-length of maximum intensity is unchanged for at least i 




Fig. 187. 

Illustrating Becquerd'scxplanationof the 
form of the decay curve in s^ds. 



'Becquerel, /. c. 
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minute.* The results of Waggoner and Zeller with short-time phosphores- 
cence, although less accurate, point to the same conclusion. 

In the case of our own observations on Sidot blende we have expressed 
the opinion that the curves obtained are to be regarded as showing the 
decay of the green band alone; for although Sidot blende also possesses 
bands in the blue and violet, these decay so quickly and are of such small 
luminosity that they can scarcely affect the curves to any appreciable 
extent. In the later work of Werner^ special precautions were taken in 
the choice of a substance and in the use of color screens to make certain 
that one band only was studied; yet the ciu^es obtained are of exactly the 
same type as those found by other observers. 

The work of Werner, even more strongly perhaps than the work of 
Pierce and our own work with Sidot blende, thus appears to discredit any 
explanation of the form of the decay curve that is based upon the assump- 
tion of two bands in the phosphorescence spectrum. It can not be denied, 
however, that two bands may well be present, even when special precautions 
of this kind are taken, and even when the spectrophotometer shows no 
indication of a double band. The bands of a phosphorescence spectrum 
are ordinarily so broad that two bands lying close together might readily 
appear as one. If the case is one where the bands actually overlap it 
would not be possible to make observations on one alone without working 
at the extreme edge of the double band, where the intensity would prob- 
ably be too small to permit of accurate observations. An extremely small 
shift in the maximum might also fail of detection even by the photographic 
method of Pierce. It does not at present appear possible to devise a method 
of obtaining absolutely conclusive proof that Becquerel's explanation is not 
correct. vSince the assumption of two nearly coincident bandsoffers sodirect 
an explanation of the form of the decay curve, and since it seems certain 
that curves may be plotted on the basis of this assumption which deviate 
from the observed curves by less than the experimental errors, it must be 
admitted that the hypothesis has much in its favor. 

There are several reasons, however, for looking upon this explanation 
of the form of the curve with suspicion. In the first place, it does not 
account either for the remarkable changes produced in the decay curves 
by \arying the intensity and duration of excitation, or for the phenomena 
of hysteresis that have been observed in almost all cases of long-time phos- 
phorescence. It also leaves untouched the question of the effects pro- 
duced by exposure to the longer waves. An even more serious objection 
is the fact that it is necessary to assume the existence of two nearly coin- 
cident bands in all cases of long-time phosphorescence; for upon replotting 
the decay curves obtained by different observers with /*"* and t as co- 
ordinates it is found that the curves are of the same type for all substances 
thus far tested. It is hardly credible that this is accidental. Only two 
explanations appear to be possible : either the existence of two nearly coin- 
cident bands is an essential characteristic of substances showing long-time 
phosphorescence, or else the peculiarities exhibited in the form of the decay 

'This result has recently Ixren confirmed by H. E- Ives and M. Luckicsh (Astrophsriiical Joamal. vol. 
XXXIV, p. 173. 191 1), who find that the phosphorescence spectrum remains the same for at least fifteen 
minutes after the lieKinning of decay. 

'A. Werner. Ann. der Phys., 34, p. 164, 1907. 
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curve are to be explained in some manner which does not involve the 
assumption of two bands at all. While it may prove of interest at some 
later time to develop the theory along the lines suggested by the first of 
these alternatives, the present discussion will be based upon the acceptance 
of the second, and we shall consider in what ways the form of the decay 
curve, as well as certain other peculiarities of phosphorescence, may be 
explained in substances possessing only one band in the phosphorescence 
spectrum. 

ABSORPTION EFFECTS. 

If a homogeneous substance possessing only one band in its phosphores- 
cence spectrum is uniformly excited throughout, and if the light emitted 
by the interior portions suffers no diminution by absorption before reaching 
the surface, then according to the dissociation theory here considered the 
decay of phosphorescence will be in accordance with the law 

-^ = a+bt 

V/ 

These conditions, however, can never be exactly attained. The exciting 
light must be absorbed to some extent, for otherwise no energy would be 
available to produce phosphorescence. The excitation will therefore be 
greatest at the surface, and will diminish, at a rate determined by the 
absorbing power of the material, as we pass to points within. Since the 
ions are in consequence more numerous in the surface layers, and since 
the number of recombinations per second, which determines the intensity 
of phosphorescence, is proportional to the square of the number of ions, 
it is clear that the light emitted during the early stages of decay will come 
chiefly from the surface. As decay proceeds, however, the relatively high 
rate of recombination at points where n is large will cause a rapid approach 
to uniformity of ionic concentration, and the part contributed to the total 
light by the interior of the mass will become increasingly important. At 
first the intensity of phosphorescence is approximately proportional to 
Vian^f where Vi is the volume of the surface layer that is chiefly effective. 
Later, when the light from the interior becomes comparable in intensity 
with that from the surface, the phosphorescence will be approximately 
proportional to Wan^y where r2>Fi. In terms of the total number of 
ions, iV, the two intensities will thus be approximately proportional to 
a/ Vi • A'- and a/ V2 • A'-. So far as the slant of the decay curve is concerned 
this is equivalent to a decrease in the coefficient of recombination and will 
result in making the curve concave toward the axis of /. Absorption of 
the emitted light will complicate the phenomena but will not modify the 
general result. The effect of absorption is therefore to produce a change 
in the form of the decay curve which is at least in the right direction to 
account for the observ^ed deviation from linearity. 

In discussing the effect of absorption in detail we shall assume that both 
the exciting light and the emitted light suffer absorption, the two coefficients 
of absorption being /3 and y respectively. At any depth x below the sur- 
face the intensity of the exciting light will be 
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Assuming that ions are produced at a rate proportional to E and that 
excitation has proceeded for a sufficient time to produce a steady condi- 
tion» the number of ions per cubic centimeter at any depth x will be deter- 
mined by the equation 

^ ^o^hE-ano^^hEoe'^'-ano^ no= J^%-Wx 

If n is the number of ions per cubic centimeter at the time I we have 

I 
n = 



i/fio+at 
and the light emitted per unit volume, denoted by /, is 

^ (i/no+aO- 

p being the light emitted as the result of one recombination. 

Since the emitted light suffers absorption, the amount contributed to the 
total observed intensity by a layer of thickness dx will be 

(i/wo+aO- 
and the total intensity is 

/•« e-'^^'dx ^ r* e'^^'e'^yx 



where 



^hEo 



Putting 
so that 



af«-^'/» = 2 



dz= e 2 ox and e 



-'•=©• 



2pa p z^+iJz 



where w = 2/7/3. 
Successive partial integration gives 



2pa r I z 



m+2 2 2'"+3 



+ 



+zY m+2'm+2^{a+zy 

2-3 



+ 



w+2-m+3- w+4( 
Upon putting in the limits this becomes 

2 pa 

{m+2)0 
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The series in the brackets has the value i for J=o and as t becomes large 
approaches the series 

If the decay curve is plotted in the usual way with I~* and t as coor- 
dinates it is clear that the change in slant in passing from small values of t 
to large values will depend upon S and will be greatest when S is greatest. 
The maximum deviation from linearity in the form of the decay curve 
which can result from absorption will therefore be produced when m=o, 
i. e., when )" = o- To determine whether absorption is sufficient to account 
for the observed type of curve we shall therefore consider this special case 
for which the effect is greatest. 

For OT—o we have 

2pa /*» zdz 2pa V z ,"1" 

'-- «.oi J" v+i? "" «si?L -«+.+ '°« <"+'*] „ 

Putting io the limits this becomes 



my 



>-(-t)-^ 



Writing 6 for ai/a 

The cm-ve for C and / *, computed in accordance with this equation, is 
plotted in Fig, i88, the quantity 2^a/o'^ being put equal to unity. This 
curve may be looked upon as show- 
ing the relation between /_* and ( 
for a/a= I. The curve for any dif- 
ferent value of afa may then be 
found by changing the vertical and 
horizontal scales to correspond to 
the change in a/a. 

The curve of Fig, i88 is similar 
in form to the decay curves observed 
in the case of short excitation. 
Pierce' has also observed curves of 
nearly this form with zinc sulphide. 
It is possible, therefore, that the 

relatively slight deviation from lin- p- ^gg 

earity in such cases is to be ascribed 

to absorption. But in the case of the majority of decay curves it is clear 
that absorption is not to be regarded as an important factor; for no 
change of scale can bring about any close resemblance between the curve 
of Fig. 1 88 and the decay curves usually observed for long and moderately 
long excitation. 

>C. A.Pierce. Physcal Review, xxvi. p. J14 (we Cfaipter VI.Fig. ^^). In our own worli with ttiii mine 

dec" at (-loiec. (Phynkal Review, xxvnt, p. jo, or Chapl« IV, Pig. 59). ' It b in temtini to inquire 
whethei the difference i» due to IhE repealed taeatint and coolian to which Pierce'i mileriBi was lubjected. 
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INFLUENCE OF IRREGULARITIES IN DISTRIBUTION OF THE ACTIVE MATERIAL. 

Luminescent substances are in most cases solid solutions. In fact it is 
doubtful whether luminescence can occur in an absolutely pure substance. 
Pure calcium sulphide for example is not phosphorescent ; but the addition 
of a small amount of some other metal, such as manganese or copper, gives 
it the power to phosphoresce brilliantly. The method of preparing the 
phosphorescent sulphides is such as to bring about a very intimate mixture 
of the constituents, and it is natural to think of the manganese, copper, or 
other active material as being dissolved in the sulphide. 

So little is known regarding the nature of solid solutions that we can not 
say with certainty whether such substances are to be regarded as strictly 
homogeneous or not. Especially in the case of crystals it seems probable 
that the molecules of the solute may not be uniformly distributed through- 
out the mass of the solvent, but may to a greater or less extent collect in 
groups or minute crystals. Any lack of uniformity in the distribution of 
the active substance will cause a corresponding variation in the concentra- 
tion of the ions produced by the exciting light; and if the nature of the 
solvent is such as to permit of diffusion the phenomena will be complicated 
by the fact that a redistribution of the ions will occur during excitation and 
decay. Even without diffusion, however, the form of the decay curve will 
be modified. For, since the rate of recombination is proportional to the 
square of the ionic concentration the intensity of phosphorescence will 
decay at different rates in different parts of the mass. The effect on the 
decay curve will be similar to that produced by absorption; in fact, the decay 
curve is modified by absorption of the exciting light only because of the 
resulting lack of uniformity in the ionic concentration at different depths 
below the surface. 

Our complete ignorance of the distribution of the active material makes 
it almost useless to attempt any exact treatment of the problem. It is 
possible, however, without questionable assumptions or great analytical 
complexity, to predict the general character of the effect to be expected. 

Let n be the number of ions per unit mass at any point; n is then some 
unknown function of the position of the point in question and of the time 
that has elapsed since the decay began. The number of recombinations 
per second will be an"^ per unit volume, and the number of recombinations 

for the whole mass will beyan-r/r, where dr is an element of volume. Dis- 
regarding the absorption of the emitted light we have 






vSince ions are destroyed only by recombination 

dN 



, = —a i n-dr 
di J 

where A' is the total number of ions. 

If 11 is the volume average of ;/, and n^ the volume average of »*, so that 
- If, A^ - - I /• , , dN -- 

T *^ T T J dt 
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If we put 



p=-^, M*=p(«)«=p— and -77 = -tt*'P-T = •^ 



(S)*' "^ ' " ^2 d/ T- T 



.1 _ JL = « fV, 

/V No T */o 



Writing pi for the average value of p between o and / 

I r ,dN ka dt 



I , ap, <// ^ / I . ^P^sY 

iVo + r ' U + TV 

Pi = - I p(f/, - (piO = p 

/ ^^'o dt 

Although we are unable to determine p and pi as functions of / it is clear 
that both will decrease as / increases. It is clear also that the change will 
become less rapid as the decay proceeds, and that both p and pi will sooner 
or latter become nearly constant. When /"* is plotted against / we shall 
therefore obtain a curve which is concave downward and which finally 
becomes a straight line. In other words, the decay curve will agree in 
form with the ciuA^es determined by experiment. 

The effect upon the decay curve of an irregular distribution of the active 
substance may be illustrated by the following simple case: Let the active 
material be uniformly distributed, except that small regions occasionally 
occur where the concentration is abnormally large. The whole volume 
may thus be divided into two parts, vi and V2. The distribution of the 
active material is uniform throughout each part, but the concentration in 
Vi is different from that in V2. When the substance is excited to phosphores- 
cence the ionic concentration will also differ in the two regions. Let the 
number of ions per cubic centimeter at the end of excitation be Wi in the 
volume Vi and «2 in the volume V2. Throughout the region Vi the intensity 
of the Ught emitted per cubic centimeter will be 

ak 
1 = 



{i/ni+aty 

and the total intensity at any instant due to this part of the whole mass 
will be 

The light emitted by the volume V2 is given by the similar expression 

a^r2 



1 7 = 



{i/n2+aty 
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and the total intensity is 



where 



\{ai+bity {az+bJry 



I I , a , a 

ai= 02= / Oi= ^2= / 



It thus appears that the form of the decay curve is the same as though 
the substance possessed two bands, coincident as regards wave-length, but 
diflfering in rate of decay. 

It is not at all unlikely that a condition approaching that assumed in 
this illustrative case actually exists in most phosphorescent substances. 
Upon considering the method used in preparing the phosphorescent sul- 
phides, for example, it seems probable that the distribution of the active 
substance will be far from uniform. When the mixture is first prepared, 
and before calcination, the active material is unquestionably in the form 
of small discrete masses distributed irregularly through the mixture. Upon 
heating to redness diffusion will occur to a greater or less extent, depending 
upon the temperature and the duration of heating. But even at high temper- 
atures this will be a slow process, and considerable variations in concen- 
tration are likely to remain even after prolonged heating. It is to be 
expected, therefore, that the phosphorescent sulphides will contain numer- 
ous nuclei of high concentration surroimded in each case by a region where 
the concentration is relatively small.* 

After calcination it is often noticed also that the phosphorescence is very 
far from being uniform throughout the mass. Owing probably to accidental 
differences in concentration, or to differences in the heat treatment, the 
phosphorescence often differs greatly in intensity and even in color in 
different parts of the same mass. A phosphorescent powder made from 
such a mass, while presenting the appearance of homogeneity to the un- 
aided eye, would differ greatly from point to point in the concentration of 
the active material.^ Even if the mixtiu'e were so perfect that no irregu- 
larities could be detected with the microscope, a wide deviation from line- 
arity in the decay curve is to be expected. It is a significant fact that 
with one exception all decay curves thus far recorded have been determined 
with powders prepared in practically the same way that the phosphorescent 
sulphides are prepared. In fact, most of the substances tested were sul- 
phides. The exception noted above was natural willemite,^ in which case 
the variation in brightness over the surface tested was plainly visible. 

'Since a more complete diffusion of the active material will result from prolonged heating it is to be 
expected, other conditions being the same, that the duration of phosphorescence will be prdmigcd by in* 
creasing the time of heating. This agrees with the facts observed in the preparation of the phoq>horcscent 
sulphides. 

^While we are chiefly concerned at present with the influence of lack of homogeneity upon the decay curve. 
it can scarcely be doubted that the effect upon the phosphorescence spectrum is fully as important. For 
some reason different parts of the mass arc differently affected by the process of calcination. This may be 
due to differences in concentration throughout the mass, or to the fact that the effect of the stnTOunding 
gas varies from point to point. When such a mass is powdered and mixed the effect is the same as thouch we 
were to make an intimate mixture of several entirely different phosphorescent substances. Bach constituent 
has its own band or group of bands, characterized by definite wave-lengths and periods of decay, which 
differ according to the conditions of preparation. It is not surprising that the phosphorescence qiectmm 
of such a material is complex ; and we can scarcely expect simple laws to apply to any of the phenomena 
exhibited by such a mixture. 

The decay of phosphorescence in a specimen of willemite possessing a long-time phosphor escen ce has 
been studied by Nichols and Merritt, Physical Review, xxm, p. 52, Fig. 53. Willemite whose phosphoro 
escence dies out with great rapidity has been studied by Waggoner, Physical Review, xxvn. p. 209. See 
also Chapters, IV and VII. 
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It thus appears that irregularities in the distributioti <^ ^N^ «^^^ :$klih 
stance are sufficient to explain the deviation from linetuity m ;itt tfltr ^^KW 
curves thus far observed. Such irregularities of distributkMi 4Ut^ ifi^ WrtO^y 
probable, but in many cases are perfectly obx-ious. But >rtii)k^ t^lhr vitfe? 
tributionof the active material is probably in all cases mi iiii|wifftM^( i^HC^^. 
it can not be the only factor of importance. With BalnMun'^ }^i$m^ ftMt^x 
has found that the decay curve, which possesses the u^^iu^ ::f:liHMiUkt ijift 
ordinary temperatures, becomes almost exactly linear at a l^«ti^i«^^*«^ ^ 
74°,* while for higher temperatures it again shows a curvutuw^ vVf ttfe«e i*:^ttrtt 
kind. It appears highly improbable that such changes are IwHi^t ;*biHiA 
by temporary changes in the distribution of the active substaiKV- Nv.»tt^ 
uniformity in the distribution of the active material also offers no ifxpstofcA- 
tion of the phenomena of hysteresis or of the effect of the infra -rtvt r*>s. 

DIFFUSION EFFECTS. 

Whenever irregularities exist in the distribution of the active substanci^ 
there will be a tendency for diffusion to occur. Under ordinary conditioos 
this tendency is probably neutralized by forces which act to keep the dis- 
tribution unaltered, and so long as the substance remains in the molecular 
form the condition is to be regarded as a stable one for the temperatiure and 
pressure at which the phosphorescent substance normally exists. 

But when the material is excited to luminescence a part of the active 
substance will be dissociated, and since the resulting ions will possess a 
different mobiUty and will be acted upon by different forces from those 
that determine the behavior of the original neutral molecules, the condition 
of equihbrium will be destroyed, and some change in the distribution of 
the active substance is to be expected. 

An exact discussion of the effects of diffusion would present great diffi- 
culties; for the fact that diffusion and recombination occur at the same 
time greatly complicates the analytical treatment. It is probable also 
that in crystals the diffusion constant will be different for different direc- 
tions. It is clear, however, that the influence of diffusion upon the form 
of the decay curve must be similar to that produced by an irregular dis- 
tribution of ions without diffusion. In fact, the discussion of the preceding 
section applies without modification to the case of substances in which 
diffusion of the ions may occur. Diffusion, however, will increase the 
rapidity with which uniformity of ionic concentration is approached dur- 
ing decay; and since diffusion will be most active when large concentration 
gradients exist, the effects of diffusion will be greatest in the early stages 
of decay. In cases where diffusion is an important factor we should there- 
fore expect a sharper curvature in the early part of the curve, and a more 
rapid approach to linearity, than in cases where diffusion is absent. 

It is not impossible that diffusion is sometimes important even when 
there is nearly complete uniformity in the distribution of the active sub- 
stance. Owing to the absorption of the exciting light the ionization pro- 
duced in the surface layer will be more intense than that produced at points 
beneath the surface. If the absorption is large a large gradient may thus 

•Physical Review, xxvi. p. 43**- See aliio Chapter VI. 
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be produced in the ionic concentration, and diffusion from the surface 
layers inward will bring about a change in the decay curve similar in char- 
acter to that caused by irregularities in the distribution of the active sub- 
stance. Diffusion produced in this way would ultimately result in an appre- 
ciable diminution in the surface concentration of the active material, and 
we should therefore expect that the intensity of luminescence would be 
diminished in such a substance by prolonged excitation. No effect of this 
kind has been observed by us in the case of Sidot blende, but the obser- 
vations of Werner^ with a SrZn compound show evidence of fatigue resulting 
from prolonged excitation. 

The change in the form of the decay curve due to changes in the dtu'ation 
of excitation may be explained, at least in a general way, as a residt of 
diffusion. Diffusion of the ions will occur during excitation as well as 
during decay. After prolonged excitation, therefore, the voliune occupied 
by ions will be greater than after short excitation, and the rate of decay — ^in 
other words the slant of the decay curve — will be correspondingly reduced.* 

Diffusion also offers an explanation of the phenomena of hysteresis in 
phosphorescent substances. After prolonged excitation and subsequent 
decay the neutral molecules that result from recombination will be dis- 
tributed through a larger volume than before. Since the original distribution 
of the active material was a stable one there will be a gradual return to the 
normal distribution. But this will be a slow process and may well require 
several days for its completion. In the mean time the material is in such 
a condition that the decay following renewed excitation will be more 
gradual than the normal, even for a short excitation. The spreading out 
of the active substance by diffusion, which would normally reqtdre a long 
excitation, has already been accomplished by the preceding excitation, 
whose effects have not yet disappeared. Hysteresis effects such as those 
discussed in Chapter IV are therefore to be expected. 

If this explanation of hysteresis is correct the effect of the infra-red rays 
must be to facilitate the return of the substance to its normal condition; 
in other words, to increase the rapidity of the diffusion by which the original 
distribution of the active material is restored. It is natural to expect such 
an effect in substances which are able to absorb the infra-red rays. But if 
the restoration is accomplished by the diffusion of neutral ions the rapidity 
of the action is surprising, for with strong infra-red rays we have found that 
an exposure of only a few seconds is sufficient to restore Sidot blende to 
its standard condition.^ 

INFLUENCE OF IONIC GROUPING. 

In discussing thermo-luminescence and the effect of infra-red rays upon 
phosphorescence Wiedemann and Schmidt* have suggested that some of 
the ions produced during excitation form semi-stable combinations or 

>A. Werner, Ann. der Phys., 24, p. 164, 1907. 

'If the volume occupied by ions is vi for short excitation and rs for long excitation, the ionic ooncenttm- 
tions will be n/vi and n/fa respectively, and the two intensities of phosphoreacence will be iM O p or ti onal, to 
an*/v\ and an/*/v7. Prolonged excitation therefore produces an effect which is equivalent to • dimliratiOB 
in the coefficient of recombination. 

•See Chapter V. 

*Ann. der Phys., 56, p. 247, 1895. 
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groups with the neutral molecules of the solvent, and that these groups may 
afterwards be broken down, and the ions Uberated, by rise in temperature 
or by the absorption of infra-red rays. The formation of such groups as 
the result of ionization seems extremely probable, especially in the case of 
soUds, and can scarcely fail to be of importance in any satisfactory theory 
of phosphorescence. Introducing such additional hypotheses as are neces- 
sary to give definiteness to the suggestion of Wiedemann and Schmidt, let 
us consider what the influence of such ionic groups will probably be. 

We shall assume that the first effect of the exciting light is to produce 
dissociation in a part of the active material. The dissociation assumed 
may be either chemical or electrolytic^ and if of the latter type it may either 
be similar to the dissociation of ordinary electrolysis, or may consist of the 
expulsion from the molecule of one or more electrons, and thus resemble 
more closely the ionization of a gas by X-rays. For the sake of definiteness 
we shall assume that the effect of the exciting light is to produce such violent 
vibrations as to Hberate a single electron from the molecule. 

The two ions produced in this type of dissociation will differ greatly in 
mobility. The negative ion, owing to its small mass, will possess a velocity 
hundreds of times greater than that of the heavy positive ion, and in con- 
sequence will move about in the substance with considerable freedom. 
While the electrons will at times attach themselves to the molecules of the 
solid solvent this condition will usually be only temporary. We may 
assume in general that a constant fraction of the whole number of negative 
ions consists of electrons that are moving freely. The positive ions on the 
other hand will possess only a small mobility. While some of these ions 
will remain free, it is to be expected that many will attach themselves to 
molecules of the solvent or to undissociated molecules of the active sub- 
stance. It is to be noted that the small velocity of the positive ions makes 
it probable that the groups formed by the union of a positive ion with a 
neutral molecule will be more permanent than similar groups formed by the 
negative ion' 

The colUsions between positive and negative ions, which lead to the more 
or less gradual decay of the ionized condition after the exciting light has 
ceased to act, will be of three different kinds: (i) collisions between a nega- 
tive ion and a free positive ion; (2) collisions between a negative ion and a 
positive ion that has attached itself to a neutral molecule of the solvent, and 
(3) colUsions between a negative ion and a positive ion that is attached to a 
neutral molecule of the active substance. The number of modes of recom- 
bination may in fact be greater than three, since the positive ion may become 
the nucleus of more complicated molecular groups. But we shall restrict 
the discussion to cases in which there are three modes of recombination. 

When recombination occurs it is to be expected that vibrations will be 
set up in the resulting neutral molecule, and these vibrations, in the theory 
here considered, are assumed to be the soiu-ce of the light emitted diuing 
the phosphorescence. But the vibrations corresponding to the different 

*Since the electro-magnetic disturbance that constitutes light can get a hold on the molecules of the active 
material only by exerting forces upon the electrical charges in the molecule, and will always tend to separate 
the positive and negative parts, it appears probable that the first effect of the exciting light is alwasrs to 
produce some type of electrolytic dissociation, and that any chemical changes which may be exhibited are 
secondary effects. 
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modes of recombination will probably differ in violence, in frequency, and 
in radiating power. 

Of the total number n of positive ions at any time i let <pn be free, and 
}l/n attached to neutral molecules of the active substance; then (i — ^— ^)» 
will be attached to molecules of the solvent, (p and ^ are proper fractions 
whose sum is less than unity, and which, in general, are functions of t; 
for the distribution of the positive ions will be subject to alteration during 
the decay of phosphorescence as well as during excitation. The number 
of recombinations between a free positive ion and an electron in unit time 
will be proportional to the number of free positive ions <pn, and to the 
number of free negative ions w, and may therefore be put equal to ai^»', 
where tti is the coefficient of recombination. If the energy radiated as 
light due to one recombination is pi the intensity of the phosphorescence 
due to this mode of recombination will be 

Ii = piai(pn^ 
Similarly 

for the other two types of recombination. 

The total phosphorescent light will thus consist of three parts. If the 
different modes of recombination give rise to vibrations of different fre- 
quency the phosphorescence spectrum will consist of three bands which 
decay at different rates, and which may differ widely in intensity. 

The determination of the law of decay of phosphorescence upon the basis 
of the theory just outlined is thus seen to involve the determination of 
«, ip, and ^ as functions of /. In the general case the solution presents 
difficulties that are wellnigh insurmountable. The problem may be sim- 
plified, however, by an assumption which, while doubtless not exactly 
true, probably gives in the majority of cases a close approximation to the 
actual conditions. It is assumed, namely, that ai=a2=aj; in otherwords» 
the probability that a collision will result in recombination is the same for 
the three types of collision. In this case 

\i) - = — a^ir— a^n^— a(i— ^— ^)«^=— a«* 

at 

(2) n 



i/wo+a/ 

where Wo is the number of positive (or negative) ions when excitation ceases. 
To determine tp and ^ as functions of / it is necessary to make some 
assumption regarding the rate at which the free positive ions attach them- 
selves to neutral molecules. Since the number of neutral molecules is 
presumably large as compared with the number of ions, it is reasonable 
to assume that the rate at which new groups are formed is proportional 
to the number of ions that are still free to enter into such combinatioii. 
In other words, we may assume knpn and k2ipn as the rates of formation of 
new groups of the two possible types. Since the positive ions, whether 
free or attached, are also recombining with the negative ions we have 

(3) J (v?«) = -CLipfl^- {ki+k2)ipn 

at 
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While positive ions will occasionally break loose from the groups to 
which they have attached themselves and return to the "free" condition, 
this will occur only rarely on account of the sluggishness with which these 
ions move. The small positive term due to this cause which should appear 
in the right hand member of equation (3) is therefore negligible and may be 
omitted. At high temperatures, however, and perhaps under other special 
conditions, the omission of this term will no longer be permissible. If the 
molecular movements are sufficiently violent, due to high temperature or 
other causes, the formation of groups may even be prevented altogether. 
Such cases will be considered later. 

Equation (3) may be written 

d . . dn dif> , /t I t \ 

Remembering that dn/dt== —an^ this becomes 

where m = ki+k2 and ^0 is the value of ip for t = o. 

In the case of the positive ions that are attached to neutral molecules of 
the active substance recombinations are occurring with negative ions at 
the rate a^n^, while new groups are being formed by the attachment of 
free positive ions at the rate knpn 

•'. ,:(^'0 = -a-ypn^+kupn 
at 

or 

/ X dn d\l/ , , , 

(5) ^j^ +« j^ ='-a\Pn-+kiipn 

Since 

dn 

- = — a«- 
dt 



we have 



^^ =i^i^ = jtj^oe"*"' .-. ^= - ^i^g-«'+ const. 

dt m 



Putting ^0 for the value of ^ when /=o 

(6) ^ = ^o+^'(i-e-') 

m 

For the intensities of the three constituents of the phosphorescent light 
we have therefore 

{i/no+aty 

.. , pza[i — }l/o—kiipo/fn —k2(po/fn ■ e'"^] 
/3 = />aa(i-^-^)«^= (i/no+€Uy 
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Since we have usually plotted the reciprocal square root of the intensity 
of phosphorescence, it will be convenient to use the same procedure here. 

i/V7;= -pi= e«"'(i/«o+oi) 

i/V7 = -^ i/''<'+«' 

* V/,,o[^o+*i*'o/»»(i-e-"')] 



i/v7:= 



i/no+at 



^ pa[i—io'-kiipQ/m''k<po/m-e *"'] 

Replacing certain groups of constant terms by single letters for brevity, 
these expressions may be written 

i/VA = ^i€*'«'(i/«o+a/) 

i/tio+at 



l/V72 = 



i/V7i= ^/"^+"' 



If a curve is plotted for i/ VTi in accordance with the above equation jt 
is found to be of the type shown in Fig. 190 for 7 =o. The curve for 1/ V U 
and i/V It is concave upward during the early stages of decay, becoming 
practically straight when t is so large as to make e""*"' inappreciable. 

No decay ciu^es corresponding to either of these types has been observed. 
It must be remembered, however, that the effects of absorption, di£Fusion, 
and irregular distribution have been neglected in the present discussion. 
It is probable that one or more of these sources of disturbance are present, 
in which case the theoretical decay curves would be modified in such a way 
as to make them correspond more nearly with the curves actually observed. 
If m is large, for example, the curve for 1 2"^ will be straight except in the 
immediate neighborhood of / = o. Irregularities in the distribution of the 
active substance would then produce a deviation from linearity, as previ- 
ously discussed. It appears probable that the observed facts, in the cases 
of phosphorescence thus far studied, are best explained in this way. It is 
interesting to note, however, that curves may be obtained as the result of 
ionic grouping which agree very closely with the experimental curves, even 
on the assumption of a uniform distribution of the active material. If, for 
example, h and h both contribute to the phosphorescence, while 1% is zero 
or negligible 

I = I,+I,^ - (i/no+a/)^ 

(7) x/V/=-i^^^d:^^ 



where 



A = p2a ( ^0+ ) B = pva^po — p^fi 



kupo 
m 
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III case all three modes of recombination contribute to the phosphores- 
cence we obtain a similar expression for I~*, except that A and B now have 
the values 

_ kitpo tiVo 






336 



In Fig. 189 several cun.-es have been plotted for / ' by means of this 
equation. Values of the constants have been determined by trial so as 
to make these curves correspond as nearly as possible with the series of 
experimental curves obtained with Sidot blende by varjniig the time of 
excitation.' Observational points are indicated by circles. It will Ik' 
seen that, except in the case of one point on curve D, the agreement is highly 
satisfactory. 

To give an idea of the character of the decay cur\'es which might result 
from the presence of grouped ions (disturbances due to ditTusiou, abstirp- 
tion, etc., being neglected) we may write equation {7) in the form 

i_ ^ i/no+at _ J_ _ (i/Hn+gQ 
V/ V^ 'VT + e-"'" Vb 

'NkhoU ■■»■ Merrill. Phyiicsl Review, ixm. p 45. Set ■!» Cbap«*c IV. 
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and y = A/B 



Seconds 



The first factor alone plots as a straight line. The deviation from 
linearity in the curve for /~* is therefore determined by the second factor 
T. Putting ffi = I we have computed T as 
a function of I for several values of y, the 
results being plotted in Fig. 190. For 
values of 7 ranging from o.i to 0.5 the , 
curves are of such a character as to cor- 
respond with the experimental curves for 
/"'■ But for smaller values of 7 a double 
curvature is shown which is not found in 
any of the curves that we have deter- 
mined. There is, however, an indication 
of such a double curvature in some of the e 
results of Pierce. It is clear that disturb- 
ances, due. for example, to irregularities 
in the distribution of the active material, 1 
might so alter the early part of the curve 
as to eliminate any peculiarities of this 
nature. In fact, there is at present so 
much uncertainty regarding the relative 
importance of the different factors that 

influence the form of the curve for small curves showing rd«ijoo b«i>e«« r uu u«« 
values of / that it is difficult to reach any difftrent vaiu« nt -, wbm 

definite conclusions concerning this part r-- ' — 

ofthecurve. Experiments bearing upon Sy+t-t 

the distribution of the active material, the rate of diffusion of the ions, and 
related matters are greatly needed. 

HYSTERESIS, TEMPERATURE EFFECTS, ETC., EXPI^INED BY IONIC GROUPING. 

To account for the hysteresis exhibited by phosphorescent substances, 
in other words, the effect of a previous exposure upon the phosphorescence 
produced by a given excitation, it is necessary to consider the essential 
difference that probably exists between the groups formed by the union of 
positive ions with neutral molecules of the active substance and those 
formed by the attachment of positive ions with molecules of the solvent. 
For the sake of brevity, as well as for the reasons that will appear shortly, 
we shall refer to the former a.5 favorable groups and to the latter as unfavor- 
able groups. 

We have already introduced the assumption that light is produced by 
the recombination of a negative ion with a favorable group, while the re- 
combination of the unfavorable groups, at least in some cases, gives out no 
light. A difference is to be expected also in the behavior of the neutral 
molecules that result from recombination in the two cases. A favorable 
group consists in a positive ion attached to at least one neutral molecule 
of the same sort. It seems natural to expect that forces smUar to those 
that hold together the molecules of a crystal may cause this g 
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persist even after recombination has occurred. In the case of the unfavor- 
able groups this tendency to persist can scarcely be present in the same 
degree if at all. 

The condition of the phosphorescent substance is thus different after 
phosphorescence has ceased from what it was before excitation. The 
difference consists in the presence in the mass of a larger number of grouped 
molecules of the active substance, which are so intimately connected that 
when one member of the group is dissociated during subsequent excitation 
its positive ion is in a position to form immediately one of the groups 
favorable to phosphorescence. After the substance has been excited it is 
therefore in a condition which enables a subsequent excitation to produce 
a larger proportion of favorable groups than would be produced by a simi- 
lar excitation of the fresh substance. In other words, the ^0 of equation 
(7) is increased. 

During excitation we have dissociation and recombination takinj:: place 
at the same time; and the recombinations that occur during excitation 
will bring about the same change in the condition of the substance that we 
have assumed during decay. The value of ^0 will therefore increase witli 
the dtu'ation of exposure to the exciting rays. Prolonged excitation, up 
to the point where saturation is reached, also increases the immber of ions» 
i. e., the value of no. A series of decay curves for different times of exposure 
should therefore resemble the curves of Fig. 189, which are computed from 
equation (7) by giving progressively increasing values to the constants 
^0 and no. 

The new condition in which a substance is left after phosphorescence 
can scarcely be one of complete stability. The natural and stable arrange- 
ment of the molecules is that of the substance before it has been disturbed 
by the action of light. It is to be expected, therefore, that there will be a 
more or less gradual return to the normal state after the light has ceased 
to act. The recombination of the ions produced by excitation, \^'ith the 
accompanying phosphorescence, forms only one stage in the complete 
retiun to the normal state, and is followed by a more gradual breaking 
down of the molecular groups resulting from recombination. We thus 
have an explanation of the effect of rest. The effect of exposure to infra- 
red rays and of elevation of temperature is to hasten the return to the 
normal state by increasing the rate at which these groups disintegrate. 

To account for the action of the infra-red rays during excitation and 
decay it is only necessary to assume that these rays also have the power 
of breaking down the "favorable groups." In the case of Sidot blende 
the effect on the unfavorable groups appears to be inappreciable. Upon 
exposure to infra-red during decay the first result is to diminish the number 
of favorable groups, and to correspondingly increase the number of free 
positive ions. This, by itself, will not greatly alter the intensity of phos- 
phorescence; for in the phosphorescence of Sidot blende the recombina- 
tion of a free positive ion appears to be nearly or quite as effective as the 
recombination of a favorable group. But an increase in the number of 
free ions causes an increase in the rate at which unfavorable groups are 
formed. The positive ions that are shaken loose from the favorable groups 
therefore pass quickly into the inactive condition, and ^ rapM diminution 
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in the intensity of phosphorescence results. The rate of decrease of 
course depends upon the intensity of the active rays. 

If the infra-red rays are allowed to act for a short time and are then 
cut o£F, the condition of the phosphorescent substance will differ in two 
respects from that which it would have reached during ordinary decay: 
(i) the munber of favorable groups is less than it would have been with- 
out the action of the longer waves; (2) the ntunber of free ions is, at least 
to some extent, in excess of the normal. After the infra-red rays have 
ceased to act, however, the free ions will soon form groups again, either 
favorable or unfavorable, and the decay ciuve will quickly return to the 
standard form. But the number of favorable groups will be less than if 
the infra-red rays had not acted. The effect of exposure to the longer 
waves is simply to bring the substance quickly into the same condition that 
it would ordinarily acquire only after a much longer period of decay. The 
theory here discussed is thus seen to be in agreement with the experimental 
results recorded in Chapter V. 

It seems probable that in some substances certain rays, presumably 
in the infra-red, may have the effect of breaking do¥m the unfavorable 
as well as the favorable groups. In such cases exposure to these rays 
would probably bring about an increase in the brilUancy of phosphores- 
cence instead of a decrease. This is the case with certain of the phospho- 
rescent sulphides. The same effect would be produced in substances where 
the recombination of a free positive ion gives out more light than that of an 
attached ion, i. e., where pi>P2. 

In cases like that of Sidot blende the form of the decay ciuve as modified 
by exposiu-e to infra-red rays may be determined as follows: 

We shall asstune that the rate at which favorable groups are broken 
down is proportional to the intensity of the active rays Ir and the number 
of favorable groups present (^w). We therefore have 

(8) -jX^n) = — a\pn^ — R\l/n — ki(pn 

at 

where R is proportional to 7^. 

The destructive effect of the infra-red is so great, even for rays of small 
intensity, while )^i is so small, that the last term ki<pn may in general be 
neglected. It is only in the case of exposure to very weak rays, or with 
substances which show the infra-red effect in small intensity, that the 
omission of this term will lead to appreciable errors. Equation (8) there- 
fore becomes 

^- +w J; = - a^w2 + » J^ = - aypn" - Ri^n / « -Rif 

at dt dt an 



(9) ^ = lAl€ 



-Rt 



where t is reckoned from the time when exposure to the infra-red rays begiiis. 
If we take t as the time that has elapsed since the end of excitation we have 



-..L.^-m-tx) 



\P = \l/ie 



« f * 
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ditions the effect is the same as though the substance possessed two or 
more bands, coincident as regards wave-length, but differing in rate of 
decay. It is pointed out that such a lack of homogeneity is to be expccteil 
from the method of preparation of phosphorescent substances, and has a 
great deal to do with the complexity of the phenomena. 

4. Diffusion of the ions will produce effects similar to those causeil by 
irregularities in the distribution of the active material without diffusion, 
but the effects will be more marked. An explanation of hysteresis effects 
may also be based upon the presence of diffusion. 

5. The assumption of complex or grouped ions is shown to leail to a law 
of decay which agrees closely with experii!ient. Ionic gnniping also 
accounts satisfactorily for the dependence of tlie decay curve u|H>n the 
duration of excitation and the previous history of tlie substaiuv. and for 
the effect of exposure to the infra-red. 

The preceding discussion appears to justify the conclusion tluit the dis 
sociation theory proposed by Wiedemann and Sc^hmidt ai\H)unts satisfac 
torily for all the phenomena of phosphorescentx* thus far studied. Adtli- 
lional quantitative data are greatly needed, however, in order to make ptnJ 
sible the further development of the theory. The preseiit difliculty is not 
so much in accounting for the observed facts as in discriminating lH*twin*n 
different hypotheses that are at present equally plausible, and in deciding to 
what extent various recognized sources of disturbance* are of ini|M)rtance. 
The form of the decay curve, for example, may be accounted for eqtniUy well 
by the assumption of two bands, by an irregular distribution of the active 
substance, by diffusion, or by ionic grouping, and is unquestionably uukU- 
fied by absorption. No quantitative test of either explanation is possible 
until the relative importance of the other factors is known. It may be. for 
instance, that diffusion does not occur at all; and it is possible, but not 
probable, that the disturbances due to lack of homogeneity are of no signifi- 
cance. Experiments that will furnish a definite answer to (questions of this 
sort are of the greatest importance in the development of this or a!iy other 
theory of phosphorescence. 






AnfBtram. difltjibatioi ot 



sedHsyot. ST. AS. :il. 
Delaj- in hwtiu. lOS. tO«. 



Cuimium »lta: 



£lna aod Geiul, phiMfr«I«lne kctttity at Inmlim 



r, 101, iiKi, loa. lu. 



! Gibba. R. C. HuDnMKBoa ud ftbaorptioa'of mu 

I flUB, W. 

Rfleet of liKht tn ioititttida at liqoid*. 151. 
"' ' ----- BffeBt, Id. IM. 



lifht HDd b] 
151. 198. 



3D. 147, IJO. 



Inteuly, dwtributioa oi (•« DlMfibolicia). 

™" UO, 1«1. 

», 111. 



&>rin. IM. 

Fluoreewin, 168 

Rtaonifiii, ISB. 

Sidot blFBde, 1^ 
Dirtribution ol intoMiti 
Daylifht. 14, IS. 
E<»iB. 181. 
FlBorsKwB. 182. 
RMOtufiB. 182. 



INDBX. 



225 



iMmuAy, Stokes's law. 1. 

Lambsrt's Uw, apidiosble to fluoresoont solutions, 31. 
SO. 



OondaotiBC power of phoephoresoent salphides, 108 . 
Deoay of pnof^horesoent sulphides, 124. 
Equation for intensity of kathodo-luminesoenoe. 

Relation between r~a and time, 100. 
Lenard and Klatt, long-time decay substances, 124. 
Lommel: 

dassifioation of fluorescent substances, 3. 23. 

Effeet of dilution on fluorescence, 26. 

FhKnesosnoe of quinine sulphate, 16. 

Law of luminesoence, 106. 
Labanch, Stokes's law. 1. 
Luminesoenoe: 

Eathodo, 137-144. 

Thermo, 87-05. 

Theory of, 105-200. 

Ifieheli, F. J., decay of phoq;>horcscenco in Balmain's 
pamt, 00. 

Nsphthalin-roth: 
Fluorescence of, 1. 
Fluorescence spectra, 10. 

Pboq>horesoence: 

Apparatus for study of rapid decay, 109, 120. 

Change of color during decay, 40. 

Decay curves, 115. 116, 117. 

Distribution of energy in phosphorescence spectra. 

125. 127. 
Effect of— 

Heating, 86, 08. 00, 101. 102. 105. 106. 116. 117. 
Infra-red rays, 62. 72-84, IIR. 133. 134. 135. 
Intensity of excitation, 65-67. 
Previous hiutory, 100. 
Time of excitation. 60-64, 07, 101-105, 117. 
H3rsteresis effect. 61, 63, 70. 
Hysteresis r«. temperature, 222. 
Laws of, 51-53, 202-204. 
Of aniline dyes, 122. 
Of cadmium compounds, 124. 
Of manganese compounds, 122, 123. 
Suppression of, 71. 77, 134, 135. 
Theories of, 57, 59, 202-218. 
Phosphorescent compounds, 110, 111. 
Photo-eleetric effect: 

Relation to fluorescence, 164. 
With fluorescent electrolytes, 152-162. 
Fierce, C. A.: 

Becquerel's equation of decay of phosphorescence, 

131. 
Distribution of energy in spectrum of Sidot blende, 

125-127. 
Form of phoq;>horescence spectrum. 203. 
Phosphorescence decay, 85-87. 202, 207, 211. 

Quinine sulphate, fluorescence and transmission spectra 
of. 15. 

Regner. effect of light on the conductivity of solutions. 

147, 108. 
Resorcin-blau, fluorescence and transmission spectra 

of. 13. 
Reeorufin: 

Absorption of. 167-174. 

Coeflicient of absorption of, 30, 31, 100. 

Effect of thickness on the fluorescence of, 37, 38. 

Distribution of energy in fluorescence spectrum of. 

186. 
Intensity of fluorescence at various concentrations, 

35, 36. 
Specific exciting power of various wave-lengths on, 

103. 
Transmission spectrum of. 28. 
Rhodamin: 

Photo-electric action of, 161. 
Fluoresoenoe spectrum of. 12. 
Rutherford: 

Kathodo-hixninescence, 144. 
Law of recombination of ions, 202. 



I 



Sidot blende: 

Distribution of energy in qMOtra. 125-127. 
Luminesoence— 

Due to RoM&tfi^ rays. 41, 43, 143. 
Due to ultra-violet Ught. 42. 44. 
Kathodo. 143-147. 
Intensity of ««. voltage. 143. 
Thermo, 87-06. 
Phosphorescence — 

Decay of, 47. 48. 53-57. 
Effect of— 

Infra-red rays, 74. 75. 78-81, 118. 
Various temperatures, 86. 128, 129. 
Time of excitation, 135. 
Spectrum — 

Change of color, 49. 
Effect of temperature on, 135. 
Intensity of color, 45, 46. 
Sphalerite, absorption bands of, 84. 
Stark, ionization theory of fluorescence, 163. 
Stark and Steubing, ionisation theory of fluorescence, 

164. 
Stenger: 

Effect of solvent on fluorescence spectrum. 23. 
Stokes's law, 1. 
Stewart, G. W., energy of spectrum of acetylene, 175. 
Stokes, fluorescence spectrum of chlorophyll, 17. 
Stokes's law. 1. 11. 13. 16. 20. 24. 45. 106. 107. 201. 

Thermo-lu minosconce : 

Effect of delay in heating, 03, 04. 

In Sidot blende, 85-06. 

Saturation effect. 92. 
Thompson, J. J., influence of light on conductivity of 

Nu vapor. 165. 
Trowbridge, C. C: 

Decay of phosphorescence in gases, 202. 

Ionic theory of phosphorescence. 200. 
Tufts, luminosity curve, 185. 

Uranium glass, fluorescence absorption of. 167. 

Vogcl, distribution of intensities in spectrum of day- 
light, 14. 

Waggoner, Dr. C. W.: 

Decay of phosphorescence of Sidot blende. 136. 

Of wiilomite, 211. 

Form of phosphorescence spectrum, 204. 

Phosphorescence of short uuration, 109. 
Walter, B.: 

Coeflicient of absorption, 33. 

Effect of dilution on fluorescence, 26. 
Wehnelt, kathodo- luminescence, 144. 
Werner, A.: 

Form of phosphorescence spectrum. 204. 

Luminescence fatigue, 212. 
Wesendonck, Stokes's law, 1. 
Wick. Miss F. G.: 

Absorption of resorufin, 25, 167, 190. 

Fluorescence of resorufin, 25. 
Wiedemann: 

Phosphorescence decay of Balmain's paint. 68. 

Law of phosphorescence decay, 51. 

Theory of luminescence, 195. 
Wiedemann and Schmidt: 

Effect of infra-rod rays on phosphorescence, 213. 

Ionic theory of luminescence, 123, 163. 195. 

Phosphorescent effect of zinc salts as impurities, 
113. 

"Theory of decay ofphosphorescence, 57, 59, 202. 
Wilkinson, analysis of Cd compounds used in experi- 
ments, 112. 
Willemite: 

Decay of phosphorescence, 67, 211. 

Luminescence of, 140. 141. 
Wood, R. W., fluorescence absorption, 167, 172. 

Zeller. C: 

Form of phosphorescence spectrum, 204. 
Phosphorescence of aniline dyes, manganese com- 
pounds, and cadmium compounds, 122- 
124. 
Zinc sulphide: 

IjSw of decay of phosphorescence of, 202, 203. 
(See alto "Emanations-pulver" and "Sidot 
blende.") 



4 



